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PREFACE 

A  book  entirely  devoted  to  the  subject  of  grinding  ores  in 
tube  mills  is  a  new  feature  in  the  hterature  of  ore  dressing,  this 
being  the  only  book  entirely  devoted  to  the  subject. 

The  author,  in  his  travels  and  various  experiences  has  noticed 
the  growing  popularity  of  the  tube  mill  for  increasing  the  capacity 
of  existing  mills  as  well  as  for  the  purpose  of  preparing  ores  for 
concentration,  cyanidation  and  flotation.  In  fact  a  new  field 
has  been  opened  for  the  metallurgist  and  as  few  mills  now  erected 
or  to  be  constructed  in  the  near  future  will  be  without  at  least 
one  tube  mill,  it  is  important  that  the  principles  involved  in  their 
operation  should  be  made  common  property.  It  is  for  this  pur- 
pose that  the  author  has  compiled  the  present  volume,  hoping 
that  it  will  meet  the  requirements  of  the  engineer  and  millman. 

This  book  covers  the  use  of  the  conical  and  cylindrical  tube 

mills  for  grinding  ores,  indicating  in  detail  the  best  means  of 

obtaining  capacity  at  the  least  cost.     It  contains  descriptions 

of  the  latest  installations  and  foreshadows  the  use  of  the  tube 

mill  as  an  intermediate  crusher  doing  the  work  formerly  done  by 

stamps,  rolls  and  Chilian  mills. 

Algernon  Del  ]\L\r. 
Los  Angeles, 
December,  1916. 
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TUBE   MlLLL\(i 

INTRODUCTION 

THE  GROWING  POPULARITY  OF  THE  TUBE  MILL 

In  crushing  and  grinding  machinery  a  certain  type  gains  or 
loses  popularity,  maybe  bj-  reason  of  good  advertising,  by  suc- 
cessful installations,  or  by  some  big  company  adopting  that  type 
of  machine.  One  cannot  look  about  at  the  present  time  without 
noticing  the  popularity  of  the  tube  mill,  either  in  the  form  of  a 
ball  mill,  a  long  cyhndrical  mill,  a  short  tube  of  big  diameter  and 
short  length,  the  marathon  mill,  or  of  the  conical  mill,  with  its 
big  diameter  and  sizing  cone.  The  need  of  finer  grinding,  whether 
for  concentration,  amalgamation,  cyaniding  or  flotation,  has 
made  it  necessary  that  we  have  a  machine  that  covers  a  wider 
range  of  reduction  than  that  formerlj^  possible,  so  the  tube  mill 
has  been  lengthened,  and  shortened,  and  expanded,  and  con- 
tracted until  we  have  a  choice  of  many  sizes  to  suit  the  particular 
work  necessary.  Ball  mills  are  made  with  screens  on  the  surface 
of  the  cylinder,  and  without  screens,  operating  like  the  usual  tube 
mill,  by  displacement.  The  5-ft.  cyhndrical  mill  was  thought  to 
be  the  ultimate  diameter  a  few  years  ago,  now  we  have  them  8  ft. 
in  diameter  while  the  conical  mill  still  leads  the  way  in  increasing 
diameter,  bj-  giving  us  a  10-ft.  mill.  With  the  increase  in  diame- 
ter, the  tube  mill  has  been  shortened,  for  a  forced  feed  with  a 
return  of  oversize  is  economically  right,  and  a  short  mill  is  par- 
ticularly adapted  for  this  cla.ss  of  work.  Costs  have  been  low- 
ered by  studying  the  various  factors  that  promote  economy,  so 
that  we  have  grinding  in  these  large-diameter  tul)o  mills  at  as 
low  as  7  cts.  per  ton  of  ore  ground. 

I  have  made  a  chart  showing  the  usefulness  of  the  tube  mill  in 
stage  grinding,  whereat  advocates  of  rolls  and  chilian  mills  will,  of 
course,  be  disappointed  Ijccause,  in  the  first  phu-c,  I  luivc  con- 
sidered rolls  useful  only  as  secondary  crushers,  ami  the  chilian 
not  at  all. 
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INTRODUCTION  3 

Our  primary  crusher  is  a  Blake  or  a  gyratory,  both  equally 
effective.  Our  secondary  crushers  may  be  stamps,  disc  crushers, 
rolls  or  ball  mills.  It  our  object  is  amalgamating  with  or  without 
concentrating,  and  we  desire  nothing  tiner  than  40-mesh,  the 
stamps  alone  are  sufficient.  If  we  desire  a  90-mcsh  product  for 
amalgamating  or  concentration,  we  may  regrind  with  a  conical 
mill,  or  a  cyhndrical  tube  mill  of  short  length  and  big  diameter,  in 
a  closed  circuit  with  a  classifier.  If  we  desire  a  200-mesh  reduc- 
tion for  cyanide  treatment,  we  must  use  a  cylindrical  tube  mill,  in 
circuit,  with  a  classifier. 

When  we  use  a  disc  crusher  for  secondary  reduction  for  con- 
centrating ore,  it  must  be  followed  by  a  conical  or  a  cylindrical 
tube  mill  of  big  diameter  and  short  length,  and  when  for  the 
production  of  a  slime  for  cyanide  treatment,  by  the  cylindrical 
tube  mill. 

If  we  have  rolls  as  secondary  crushers,  and  the  object  is  con- 
centrating, they  may  be  followed  by  the  conical  mill,  a  cylindrical 
tube  mill  of  medium  diameter  and  short  length,  and  if  for  200 
reduction,  by  the  cjdindrical  tube  mill. 

If  ball  mills  are  used  as  secondary  crushers,  they  may  be  able 
to  deliver  a  product  sufficiently  fine  for  concentration,  but  if  not, 
they  must  be  followed,  as  in  the  last  instance,  by  a  conical  or 
cylindrical  mill,  and  if  for  an  all-sliming  process,  by  the  cylindrical 
tube  mill. 

From  a  summing  up  of  mj'  ideas  on  the  subject  certain  facts 
may  be  gathered:  First,  the  stamp  mill  is  still  with  us  for  amal- 
gamating and  a  medium-size  product,  and  in  combination  with 
the  cj'lindrical  tube  mill,  for  cyanide  treatment  of  a  slime.  Sec- 
ond, the  popularity  of  the  conical  mill  for  a  product  up  to  90- 
mesh,  in  competition  with  a  cylindrical  tube  mill  of  big  diameter 
and  short  length  in  circuit  with  a  classifier.  Third,  the  deserved 
popularity  of  the  cj'lindrical  tube  mill  with  varying  diameter  and 
length  according  to  the  size  of  the  feed.' 

1  Algernon  Del  Mar,  Mining  World,  Jnii.  1,  191G. 


riTAPTKR   T 
GENERAL  DESCRIPTION 

A  tul)o  mill  is  ;i  iiollow  receptacle  made  of  ri vetted  steel  plates, 
liiK'd  with  some  hard  material  to  protect  the  shell  from  wear. 
Whether  in  the  form  known  as  a  pel)ble  mill  or  a  ball  mill  it  may 
be  made  in  the  shape  of  a  cone,  sphere  or  cylinder  or  combina- 
tions of  these   three  geometrical   forms.     Referring  to  Fig.    1, 


D 


E 


F 
l"i<;.    1.      'I'vpcs  (»f  tul>e  millH. 
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A,  />'  and  r  r(|»i<>rni  iln-  ihnr  primary  forms;  I)  a  combiiwition 
of  cone  and  cylindrr  u.scd  by  Hardinge  in  his  "conical  mills;" 
E  a  combination  of  two  cylindrrs  of  difTcrent  diameters  repre- 
sented by  the  (li«'S(>cke  mill;  F  shows  a  plain  cylindrical  mill  and 
if  we  divide  it  into  two  .sections  by  a  grating  or  scrwn  we  have 
the"('omp<'b"njill;^'isa  c«>mbinati«)n  of  sphrrr  an«l  cylinder  usotl 
moro  frrcpicntly  for  short  rathrr  than  for  long  mills. 
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GENERAL  DESCRIPTION  5 

By  combining  a  section  of  a  cone  and  two  half  circles  we 
have  an  egg  shaped  mill  which  so  far  has  not  been  manufactured. 

The  mill  is  closed  at  the  ends  by  cast-iron  heads,  with  openings 
through  the  center  of  the  castings  for  the  purpose  of  feeding  and 
discharging  the  ore.  The  grinding  surface  is  obtained  by  lining 
the  mill  with  silex  or  iron  and  filling  the  mill  to  or  above  the  center 
with  flint  pebbles,  mine  rock  or  steel  balls.  When  the  machine 
is  rotated  at  a  suitable  speed  the  pebbles  (grinders)  are  carried 
around  until  they  reach  a  point  near  the  top  when  they  fall,  com- 
ing into  contact  with  each  other  and  with  the  lining,  grinding  any 
ore  particles  which  may  be  at  the  points  of  contact. 

Although  the  contact  of  pebble  with  pebble  and  lining  is  only 
at  the  points  where  spheroid  hits  spheroid  or  spheroid  hits  a 
curved  surface,  yet,  because  there  are  so  many  of  these  pebbles  in 
the  mill,  there  is  an  immense  grinding  surface  which  can  be  re- 
newed by  the  addition  of  more  pebbles  while  the  machine  is  in 
motion. 

The  ore  is  fed  into  the  machine  by  a  device  attached  to  the 
feed  head  of  the  mill  and  the  discharge  is  automatic.  The  fine- 
ness of  the  product  is  governed  chiefly  by  the  amount  of  ore  fed 
to  the  machine,  in  other  words  the  fineness  depends  upon  the 
time  the  material  is  in  the  machine,  for  the  ore  travels  from  the 
feed  to  the  discharge  end  by  displacement. 
/^  When  a  machine  of  the  character  described  is  made  of  short 
/length  and  iron  or  steel  balls  are  used  for  grinding  instead  of 
V{oebbles,  it  is  called  a  ball  mill.  The  mode 
principles  involved  are  the  same,  but  the  mi 
used  for  fine  grinding  is  now  used  to  do  the 
and  other  intermediate  crushers. 

THE  BALL  MILL 


r  grinamg  msieaa  oi 
of  operating  and  the  \ 

mill  instead  of  being  | 
work  of  stamps,  rolls  ' 


The  advantages  to  be  gained  by  the  use  of  the  ball  mill  are  the 
small  amount  of  space  required  for  the  machine,  tlie  lesser  first 
cost  as  compared  with  other  intermediate  crushers  or  grinders, 
the  ability  to  grind  through  a  wide  range  in  one  niaehine, 
the  small  amount  of  attention  required  dining  operation  and  (ho 
fact  that  the  only  repair  necessary  is  to  reline  the  mill,  at  long 
intervals.  That  the  amount  of  attention  required  dm-ing  opera- 
tion is  practically  nothing  accounts  for  the  small  lal>()r  cost,  for 
the  operator  who  takes  care  of  the  mill  may  look  after  rolls  or 
other  crushers,  concentrators  or  other  machinery. 
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I  have  been  unable  to  obtain  figures  that  show  the  ball  mill  to 
be  an  economical  cruf^her  for  hard  quartz  ores,  its  sphere  of  use- 
fullness  being  rather  for  ores  of  moderate  hardness  or  soft  friable 
ores.  In  JuUan  and  Smart's  "Cyaniding  of  Gold  and  Silver 
Ores,"  page  193,  is  given  the  horsepower  per  ton  of  ore  crushed 
in  several  ball  mills.' 


Results  Obtained  with  Ball  Mills 


I    Mesh         Tons  e"^!  [<m 

Namo  of  plant  !       of         crushed      Hp.      cr„thcd 

,  per  day 


screen     in  24  hr. 


Nature  of  material 


Commonwealth,  Ariz..  40 

Mt.  Morgan,  Quecnsl'd  20 

Mt.  Morgan,  Quoensl'd  35 

Atacaina,  Chili 80 

Atacania,  Chili 30 

Associated   G.    M.   of 

W.  A 30 

Lake  View  C-onsols. ...  40 

Lake  View  Consols ....  40 

Kalgurli  gold  mines    .  3.t 


23.0   ' 

12  1 

0.52 

23.0 

13 

0.57 

19.0 

10 

0.53 

5.5 

11 

2.00 

8.0 

11 

1.38 

22.0 
25.0 
40.0 


15 
15 
25 


25.0       15 


Not  stated. 
Soft  oxidized  ore. 
Soft  oxidized  ore. 
Compact  tough  quartz. 
Blue  unoxidized  ore. 


0.68  Sulphide  ore. 

0.60  Sulphide  ore. 

0.63  Sulphide  ore. 

0  60  Sulphide  ore. 


Von  Bernewitz  gives  the  data  for  a  No.  ')  Krup|)  ball  mill  at 
Kalgoorlie  as  follows:  The  mill  consuming  from  10  to  20  hp. 
cru.shetl  40  tons  of  ore  per  day  to  27-mesh  with  a  load  of  2,350 
lb.  of  steel  balls  and  a  consumption  of  steel  amounting  to  3*2  oz. 
per  ton  of  ore  ground.  Converting  this  into  horsepower  jier  ton 
of  ore  ground  we  liave  Kalgoorlie,  0.40  to  0..')0  hp.  per  ton  of 
ore. 

These  are  examples  of  l^all  mills  crushing  (piartz  ores  through 
the  same  range  of  sizes  as  the  usual  stamp  mill  and  for  comparison 
we  pick  out  the  gravity  stamps  doing  tiie  l)est  work  as  follows: 


City  Deep,  South  .Vfrica 
HoHnrio,  Ilondura.s 
Churchill,  Ncvatla 
I'lviiiuuth  Con  ,  <  'alifuriiia 


11 P   iM<r  Ion 
of  cirp 

0  20 

(»  2t) 

U  21 

0  27 


Objections  may  be  mukIc  that  the  data  here  given  for  ball  mills 
does  not  repre.'^j'nt  pre.MMit-ilay  practice.     In  a  .»^M^.•^♦  it  tloe«  not, 

•  "Cynniding  Colil  and  Silver  Ore?*."    II.   Kohiikh  Jrij,\N   AM)  Kdoam 
Smaht,  IU04. 


GENERAL  DESCRIPTION  7 

for  the  ball  mills  now  being  installed  are  being  fed  with  a  product 
from  a  disc  crusher  or  an  intermediate  crusher  between  the  coarse 
rock  breaker  and  the  ball  mill  which  of  coui-se  largely  increases 
the  output  of  the  latter  machine  and  consequentlj^  decreases  its 
apparent  power  factor. 

The  Giesecke  mill,  a  combination  ball  and  tube  mill  was  tried 
on  the  Rand  and  at  the  time  it  was  predicted  by  enthusiasts  that 
stamps  were  doomed  to  extinction,  but  new  stamps  have  been 
erected  and  not  ball  mills.  This  mill  may  be  described  as  a 
modified  tube  mill  some  24  ft.  long  divided  into  two  sections 
(separated  by  a  screen)  of  approximately  one-fourth  and  three- 
fourths  of  its  length,  the  smaller  section  being  T^i  and  the  longer 
6  ft.  in  diameter.  The  mill  revolved  at  the  rate  of  25  r.p.m.  and 
the  grinding  was  done  by  steel  balls  II4  in.  in  diameter  in  the 
smaller  section  and  2^  to  4  in.  in  the  longer  section.  While  the 
mill  showed  great  capacity  and  the  first  cost  of  the  mill  was  com- 
paratively low,  yet  the  cost  of  operating  and  metallurgical  con- 
siderations proved  that  the  stamps  in  use  in  South  Africa  had 
all  the  advantage  of  the  ball  mill.  ]Mr.  H.  Stadler  says,  in  re- 
gard to  the  results  of  the  investigations  of  the  Mines  Trial  Com- 
mittee of  South  Africa,  that 

"it  appears  that  the  merits  of  the  three  methods  of  crushing,  single 
stamp,  stamps  and  tube  mills  combined,  and  single  tube  mill  grinding 
(Giesecke)  are  so  close,  as  regards  the  mechanical  reduction  efficiency, 
that  the  final  decision  in  each  case  depends  upon  other  considerations, 
such  as  metallurgical  requirements,  nature  of  the  ore,  local  conditions, 
etc.  In  any  case,  the  investigation  clearly  proved  that  nothing  could 
be  gained  by  the  promotion  of  the  tube  mill  from  auxiliary  to  primary 
grinders."' 

Inventors  and  manufacturers  are  now  trying  every  variation 
of  shape  and  every  means  of  screening  to  attain  capacity  with  the 
least  expenditure  of  power,  so  it  is  possible  that  from  this  mass  of 
new  trials  a  machine  may  be  evolved  that  will  be  able  to  stand 
the  test  of  time.  Hardinge  has  adopted  the  principle  of  the  siz- 
ing action  of  a  revolving  cone;  Abb(f»,  Fig.  2,  places  a  screen  at 
the  discharge  end,  returning  the  oversize;  Herman.  Fig.  3,  u.ses 
a  screen  on  the  periphery  of  the  cylinder;  Chalmers  and  Williams 
have  an  open  screen  on  the  discharge  end  of  their  ball  mills,  I-'ig. 
4;  while  the  Marcy  ball  mill.  Fig.  5,  has  an  adjustable  (piick  dis- 
'  Mining  and  Srienlijir  Pass,  March  IK,  1!H(»,  pane  3yy.     ' 
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charge  somewhat  similar  to  that  used  on  the  Chalmers  and  Wil- 
liams tube  mill. 

The  Herman  mill  is  particularly  suited  for  dry  grinding  to  a 
fineness  that  will  readily  pass  through  a  screen.  The  size  of  the 
product  is  dctciiiiincd  l>y  the  incsli  of  the  screen  covering  the 


Ik;.    J.      AIiIk-  l>:»ll  mill,  iii^itlr  scrt**'!!. 


slots  on  llic  periphery  of  the  cylindei.      A   mill  of  this  st)rt  will 
naturally  give  a  product  with  l»ut  little  uiulersize. 

The  "( '<>mp(!l)"  mill,  Fig.  ti.  lately  hrought  out  hy  the  Allis- 
Chalmers  Mfg.  Co.,  i.s  a  comhination  mill  having  two  cotnpart- 
nients  separatetl  l>y  a  grating,  'i'he  mill  is  matle  in  differont 
siz«'S  for  l»oth  wet  and  dry  grinding.  The  size  most  u.'<ed  for  dry 
grinding  is'7  ft.  in  diajneter  and  22  ft.  N»ng,  with  a  rolled-steel 


GENERAL  DESCRIPTION  9 

shell  and  cast-steel  heads.  The  lining  is  chilled  cast  iron  about 
21-2  in.  thick  in  the  preliminary  chamber  and  Vo  in.  thick  in  the 
finishing   chamber.     Forged-steel   balls   5  in.    in   diameter   and 


Fig.  3. — Herman  screening  tube  m 


smaller  are  used  in  the  preliminary  chamber  and  Js-in.  diameter 
special-alloy  iron  balls  in  the  finishing  chamber.  The  manufac- 
turers have  recently  been  recommending  for  use  in  the  finishing 


Fit;.  4. — ClmlnuTS  liall  mill 


chamber  their  special  patented  shai)e,  the  "Concavex."  The 
concavex,  as  its  name  implies,  has  both  concave  and  convex  sur- 
faces, and  preferably  consists  of  a  sphere  with  two  opposite  sides 
spherically   recessed,   the   radii   of   tin-   r.'cessed  surfaces  being 
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approximately  equal  to  the  radius  of  the  sphere,  the  object  being 

to  attain  a  mortar  and  postlo  effect. 
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. ,  r~i  i  r-t r^f ^ 

l'"i(i.  o. — Marcy  mill. 

The  charge  of  balls  in  tiie  preliminary  chamber  is  maintained 
bv  the  addition  of  ^-in.  balls.     Wiiere  concavex  are  u.'^ed  in  the 


I'lii.  «i.      "Compfli"  luill  or  pi'lihli'  null. 


finishing  cliamltrr  tlicy  an'  generally  I'l  in.  in  dianietor.     Thi« 
special  shape  has  the  advantage  that,  when  it  wears,  the  concave 
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surfaces  tend  to  flatten  slightly  so  that  these  surfaces,  on  con- 
cavex  which  have  been  reduced  in  size  through  wear,  fit  the  con- 
vex surface  of  the  full-size  concavex. 

The  ball  wear  in  the  preliminary  chamber  is  approximately 
75  lb.  per  250  tons  of  cement  clinker.  The  wear  of  the  grinding 
medium  in  the  finishing  chamber  is  about  two-thirds  of  this 
amount. 

The  mill  is  operated  by  a  direct-connected  motor  through 
herringbone  gears  or  plain-cut  teeth-spur  gears,  also  by  belt  drive 
through  cast  teeth-spur  gears.  The  fineness  of  discharge  varies 
with  size  and  quantity  of  material  fed  to  the  mill,  but  averages 
97  per  cent,  through  100-mesh  screen  and  81  per  cent,  through 
200-mesh  screen. 

The  mill  carries  a  charge  of  40  tons  of  balls  and  requires  375 
hp.  to  drive  it.  Its  capacitj-  for  grinding  cement  clinker  is  stated 
to  be  70  bbl.  per  hour,  or  say  330  tons  a  day. 

The  following  description  of  the  IMarcy  mill  may  be  of  interest : 

"  The  Marcy  ball  mill  is  of  the  drum  type,  equipped  with  the  usual 
spiral  feeder  and  loaded  with  pebbles  or  balls  as  may  be  recjuired.  The 
drum  is  divided  into  two  parts — the  crushing  compartment,  equipped 
with  lifters  to  insure  the  elevation  and  dropping  of  the  balls  to  secure 
maximum  crushing  efficiency,  and  a  small  compartment  at  the  end  of 
the  mill,  separated  from  the  crushing  space  by  means  of  a  manganese- 
steel  plate  and  having  perforations  about  ig  in.  wide.  In  this  end 
compartment  there  are  radial  screens  and  lifters,  the  lifter  forming  the 
bottom  of  a  box  the  top  of  which  is  formed  by  the  screen  itself.  These 
are  the  finishing  screens,  and  material  which  will  pass  through  them  is 
considered  as  being  of  finished  size.  The  material  passing  through  the 
screens  is  diverted  by  arrangement  of  tlie  conqiartment  so  that  it  will 
be  discharged  through  the  central  orifice;  while  the  oversize — material 
which  remains  on  the  screen — is  diverted  Inick  into  the  mill  through  a 
proper  opening.  The  screens  and  lifters  form  a  box,  as  has  been  stated, 
and  are  placed  so  that  they  may  be  removed  from  the  outside  of  tlie  mill 
for  rearrangement  or  cleaning.  In  order  to  give  the  screens  maxinuini 
efficiency  and  to  increase  their  life,  an  arrangement  of  pipe  is  made  so 
that  water  or  solution  under  head  can  be  thrown  against  them  while 
the  screen  is  passing  through  the  upjier  half  of  th(>  circle  forineii  by  a 
cross-section  of  the  mill. 

"  The  action  of  the  lifters,  in  addition  to  forming  the  bottom  of  the  box 
and  assisting  in  the  screening  operation,  is  to  maintain  a  low  pulp  h'vel 
in  the  mill.  It  is  clear  that,  by  constantly  removing  the  solution  and 
pulp  from  the  bottom  of  the  crushing  drum,  a  removal  of  the  material 
already  sufficiently  finely  ground  is  accomplished  rapidly  and  no  energy 
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is  lost  in  doing  work  wliere  it  is  not  required.  The  coarser  material  is 
left  in  a  comparatively  dry  state  upon  the  balls  or  pebbles,  and  the  crush- 
ing and  grinding  action  of  the  mill  can  have  maximum  effect  upon  it. 
The  accompanying  drawing  shows  a  longitudinal  view  and  partial  cross- 
section  of  the  mill,  giving  a  clear  idea  of  its  con.struction  and  operation." 

These  illustrations  of  ball  mills  are  intended  to  show  the  rela- 
tion between  the  ball  and  the  tube  mill  of  which  latter  we  have 
two  types,  the  cylindrical  tube  mill  of  various  lengths  and  diame- 
ters and  the  Hardinge  conical  mill.  As  this  latter  type  of  mill 
has  at  times  been  put  forward  as  a  competitor  of  the  long  cylin- 
drical mill  for  sliming  ores  and  as  our  object  is  to  consider  the 
tube  mill  as  an  adjunct  of  the  intermediate  crusher  for  further 
reducing  ore,  we  must  either  accept  or  reject  the  use  of  the  conical 
mill  for  this  specific  purpose. 

In  a  class  by  itself  is  the  Marathon  mill,  which  is  a  cylindrical 
tube  mill  using  steel  rods  for  grinding  instead  of  balls  or  pebbles. 

"The  mill  contains  a  charge  of  these  rods  sufficient  to  do  grinding 
work,  and  the  tube  is  revolved  at  a  speed  comparable  with  that  of  the 
tube  mill.  Grinding  is  performed  by  the  falling  of  the  pieces  of  cylin- 
drical steel  rods  one  upon  the  other,  or  by  their  attrition  against  each 
other.  It  is  claimed  that  by  the  use  of  rods  instead  of  pebbles  or  balls, 
the  pulp  is  sul)j('ct(Hl  to  more  grinding  action,  as  in  contradistinction 
to  the  mill  charged  with  pebbles,  the  contact  is  over  a  long  line  instead 
of  being  limited  to  a  point.  A  test  of  the  Marathon  mill  has  been  carried 
out  at  the  concentrator  of  the  Detroit  Copper  Mining  Co.,  of  Arizona, 
at  Morenci,  in  which  the  advantages  of  the  mill  have  been  |K)inted  out. 
The  diameter  of  the  rods  used  varies  from  2  in.  to  ?«  in.,  these  various 
diameters  causing  them  to  fit  compactly  and  thus  requiring  a  minimum 
falling  distance  to  deliver  a  crushing  blow. 

"Two  tests  were  made  of  the  Marathon  mill,  anil  in  the  first  test  the 
most  favorable  rcsiilts  were  obtained  with  a  pulp  which  contained  iUi.7 
iwr  cent,  solids.  In  test  No.  2  the  amount  of  water  and  slime  in  the 
fecul  was  reduced  to  a  minimum  by  shovel-wheels  to  secure  a  less  volume 
of  pulp  and  a  con.sequent  slower  velocity  of  material  through  the  mill. 
The  tonnage  in  test  No.  2  was  greatly  inerea.sed  over  that  in  test  No.  I. 
The  feed  contained  an  average  of  O'.i.i)  per  cent,  solid  and  only  2.02  per 
cent.  —  2()0-mesh  slime.  The  s|)eed  in  all  of  the  testa  of  the  Mara- 
thon mill  wa-s  .'U)  r.p.m.  In  a  diameter  of  3  ft.  at  30  r.p.m.,  there  is  no 
dead  zone  in  the  jH'riphi'ry  of  the  mill,  while  excessive  slipping  of  rods 
is  prevent«'d  by  having  the  liner  plates  thicker  at  each  edge  than  in  the 
middle.  This  results  in  a  corrugated  interior  surface,  and  the  lining  is 
said  to  retain  these  corrugations  until  it  is  worn  out.  The  rods  arc  said 
to  wear  evenly  from  emi  to  rnd,  do  not  get  cro.sswi.se  in  tl»e  mill,  and  are 
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reduced  to  a  diameter  of  %  in.  before  they  begin  to  crush,  flatten  out 
or  break  into  pieces.  When  worn  to  this  thinness,  some  rods  roll  up  and 
are  discharged;  the  short-length  pieces  retain  their  positions  in  the  charge 
of  rods  without  any  serious  result,  but  may  reduce  crushing  efficiency 
to  some  extent.  It  is  said  to  be  good  practice  to  take  out  the  entire 
charge  of  rods  every  10  days,  take  out  the  small  and  disabled  rods,  and 
replace  the  loss  in  weight  with  IJ^-in.  rods.  As  soon  as  the  weight  of 
rods  consumed  per  day  was  determined,  their  loss  in  weight  was  replaced 
daily  with  fresh  rods.  The  mill  must  be  closed  down  to  add  the  daily 
charge  of  rods.  During  the  test  the  Marathon  mill  was  tilted  }4  in. 
per  foot,  but  later  tests  showed  that  it  would  produce  equally  as  good 
results  when  run  horizontally. 

"In  No.  1  test  the  mill  crushed  236.5  tons  of  dry  feed  in  24  hr.  and 
in  test  No.  2  the  mill  crushed  440  tons  of  dry  feed  in  24  hr.  The  horse- 
power consumed  per  hour  in  test  No.  1  was  18.6  and  in  test  No.  2,  22.5. 
This  makes  0.5316  tons  of  dry  feed  per  horsepower-hour  in  test  No.  1 
and  0.8148  tons  of  dry  feed  per  horsepower-hour  in  test  No.  2."^ 

It  has  alwaj's  been  the  opinion  of  the  careful  operator  that 
mills  of  this  character  lose  efficiency  by  uneven  wearing  of  rods 
and  the  consumption  of  steel  is  liable  to  be  excessive  for  many  rods 
must  be  discarded  before  completely  worn  out. 

The  ball  mill  is  by  no  means  a  new  invention  and  some  of  the 
ideas  incorporated  in  the  latest  machines  were  tried  years  ago. 
Both  6  by  6-ft.  and  6  by  8-ft.  mills  were  in  use  in  the  '60s,  but 
like  other  inventions  the  time  had  not  arrived  when  the  object 
for  which  the  machine  was  specially  adopted  was  a  factor  in 
metallurgical  processes  and  the  use  of  alloy  steels  was  unknown. 

It  will  perhaps  be  noted  that  most  of  the  improvements  in 
facilitating  discharge  and  obtaining  capacity  pertain  particularly 
to  ball  mills  partly  because  there  is  more  competition  in  this 
class  of  machinery  and  partlj^  because  a  ball  mill  has  a  different 
function  than  a  tube  mill  in  the  metallurgy  of  ores;  the  ball  mill  is 
simply  used  for  grinding  while  the  tu])c  mill  may  be  used  not  only 
for  grinding  but  also  for  obtaining  a  partial  solution  of  the  metals 
contained  in  the  ore.  Where  an  ore  is  ground  wjth  cyanide  solu- 
tion in  a  tube  mill,  the  heat  generated  in  the  mill,  the  thorough 
mixing  as  the  pulp  is  tumbled  over  in  the  mill  and  its  intimate 
contact  with  the  solvent,  give  ideal  conditions  for  getting  the 
precious  metals  in  solution  and  we  generally  expect  about  7o  per 
cent,  extraction  in  the  tube  mill  alone  and  never  under  r)0  per 
cent. 

^Engineering  and  Mining  Journal,  July  1,  I'JIO. 
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CHOICE  OF  CYLINDRICAL  OR  CONICAL   MILLS 

The  only  conical  tul)c  mill  manufactured  is  the  Hardinfj;c  conical 
mill  wliich  is  made  of  two  cones  joined  by  a  cylinder.  The  length 
and  diameter  of  the  hitter  designates  the  size  of  the  mill;  for 
examjile,  an  8-ft.  niill  witii  IS-in.  face  means  that  the  diameter  of 
the  cylindrical  portion  of  the  mill  is  8  ft.  and  18  in.  long.  Fig. 
7  illustrates  a  modern  conical  mill,  which  is  one  of  a  series  of 
such  mills  at  the  Tiinlx'r  Butte  mill,  Butte,  Montana,  while 
Fig.  8  is  the  style  of  conical  ball  mill  being  installed  at  the 
Inspiration  Copper  Co.  Note  how  rugged  the  ball  mill  i.s  coni- 
pare(|  to  the  other.  The  conical  mill  is  usetl  extensively  for 
regrinding  oic  already  crushed  by  stamps,  rolls,  itr.,  c-pecially 


I  h 


1  l.inliiinf  coiiic'il  I  i 


where  a  granular  product  is  recpiired  U<r  ((Hiiciil  laf  ion,  m-  a 
medium  sized  product   foi-  llotalion. 

The  cylindrical  tube  mill  illustrated  in  I'ig.  '.>  is  made  in  any 
diameter  <lesii-ed  between  [i  and  10  ft.  and  |)ractically  of  any 
length  from  1  to  24  ft.,  these  being  the  limits  of  present-day 
practice. 

I  consider  the  conical  null  to  l»e  m(»sl  useful  f(U-  grinding  to 
lOO-mesh  or  thereabout  while  the  cylindrical  mill  covers  this 
degree  (»f  finene>,«<  but  goes  Ix'voikI.  Therefore,  for  sliming  ores 
to  2l)()-mesh  tlu-  lylindrical  tube  mill  must  !)«•  giv«'n  preference. 

For  regrinding  a  stanip  mill  product  to  say  90-nu\«<h  the  con- 
ical mill  ofTers  sph'tidi<l  op|)ort unities  as  it  is  self-«'ontaine(l  and 
occupie*^  little  >.p:ici'       W'l-  kimu   till-  liniilafioii  of  tlie  >t:iiiip  mill. 
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that  it  will  not  grind  economically  to  the  finer  meshes;  hence  if  it 
is  desired  to  increase  the  capacity  of  a  mill  the  best  plan  is  to 
crush  coarse  in  the  stamps  and  regrind  in  a  tul»o  mill.     If  the 


1   ;' 


-Hai.lin 


)iiical  ball 


object  is  to  concentrate  the  ore,  the  conical  mill  is  a  good  regrind- 
ing  machine  as  it  can  be  made  to  produce  a  granular  product  with 
little  oversize.     I  would  not  have  it  understood  that  the  conical 


t*— *"^ 


I'lr;.  9. — Cvliiulriea!  tube  mill. 


mill  alone  would  be  more  economical  tluin  a  short  cylinder  of 
large  diameter  in  a  closed  circuit  with  a  classifier  for  this  met  hod  of 
regrinding  has  been  found  both  economical  and  efficient. 

There  is  one  point  we  riiii<f  be.n  in  mind  fli:il  wliile  the  ((uiicHl 
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mill  has  been  developed  to  a  high  degree  of  utility  the  cylindrical 
tube  mill  makers  are  onl}-  just  awakening  to  the  possibilities 
inherent  in  a  machine  of  this  character. 

The  following  quotation  from  a  paper  l)y  Cieorge  E.  Collins  on 
the  metallurgical  practice  at  the  Mary  Murpln-  mill  is  given 
because  it  contains  the  experience  of  other  operators  as  well  as 
my  own  opinion  on  the  subject. 

"The  conical  end  of  the  Hardinge  mill  acts,  tn  some  extent,  as  a  device 
to  expedite  continuous  discharge,  in  much  the  same  way  as  the  device 
recently  hrouglit  out  l^y  Chalmers  and  Williams  for  improving  the  dis- 
charge from  a  cylindrical  tube  mill.  The  conical  end  of  the  Hardinge, 
while  of  limited  efficiency,  is  simple  and  positive,  and  really  works. 
One  can  obtain  nearly  as  small  a  proportion  of  slime  in  a  long  tube  mill 
as  in  a  Hardinge,  by  crowding  the  feed  and  using  a  large  quantity  of 
water;  but  apparently  there  is  then  a  slight  tendency  for  the  discharge 
to  contain  still  more  oversize. 

"Mr.  Hardinge's  original  contention  that  with  his  mill  the  weight  of 
blow  is  automatically  adjusted  to  suit  the  progressively  finer  particles 
of  pulp  as  they  pass  from  head  to  discharge  end,  and  that  owing  to  this 
automatic  adjustment  there  is  practically  no  necessity  for  return  of 
oversize,  is,  according  to  our  experience,  not  borne  out  by  the  facts. 
As  in  the  case  of  the  tube  mill,  if  you  crowd  the  tonnage  and  increase 
the  water  sufficiently  to  obtain  a  granular  product,  you  have  to  arrange 
for  the  return  of  a  very  considerable  amount  of  oversize. 

"In  various  publications  Hardinge  has  illustrated  this  supposed  zonal 
action  in  his  mill  by  cuts  in  which  he  sui)erimposes  on  a  picture  of  the 
conical  mill,  an  outline  of  several  gravity  stamj)s.  commencing  with  one 
of  heavy  weight  and  high  drop,  and  progressively  lessening  to  one  of 
small  weight  and  low  drop  at  the  end;  the  stamps  being  supposed  to 
represent  the  force  of  blow  struck  by  the  pebbles  in  the  corresponding 
stages  of  the  Hardinge  mill  as  you  pass  from  feed  to  discharge  end. 

"This  is,  however,  largely  a  fallacy.  It  is  true  that  the  size  of  pebbles 
is  automatically  graded,  to  some  extent,  and  obviou.sly  the  force  of 
blow  struck  would  be  thereby  le.s.sened.  Hut  the  |x»ripheral  speed  is  at 
the  same  time  h's.sened  to  such  a  degree  that  near  the  discharge  end  the 
jK-'bhles  merely  slide  on  one  another  without  caseft«ling.  so  that  there  is 
no  crushing  action  worth  mentioning,  and  what  actually  occurs  is  a 
slight  process  of  abra.siot»,  which  is  just  what  we  want  to  avoid.  In  fart, 
in  comparing  the  work  of  the  Hardinge  with  that  of  the  tuU^  mill,  ac- 
cording to  our  ex|Mrience,  it  is  pretty  much  a  cpjestion  of  relative  first 
cost  and  o|K'raliiig  exin-nse.  We  have  at  Homlev  one  .'Uj  by  I6-ft. 
(Jutes  tub*'  mill,  two  ti-ft.  by  'J'J-iii.  Hardinge  mills,  and  tme  4-ft.  by 
2'2-in.  Hardinge.  We  find  that  the  cajmcity  of  the  tul>o  mill  and  that 
of  one  0-ft.  Hardinge,  using  the  .same  ftH'd,  are  almost  identical;  and 
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the  cost  of  the  Hardinge  was  about  20  per  cent,  greater.  As  to  power 
consumption,  we  have  no  means  of  measuring.  The  Hardinge  uses 
more  pebbles,  and  has  to  be  relined  oftener."  ^ 

This  is  rather  a  summary  way  of  disposing  of  the  Hardinge 
conical  mill  as  a  slimer  but  we  know  from  experience  that  its 
sphere  of  usefulness  does  not  go  down  so  far  in  the  scale  as 
—  200-mesh  and  we  must  look  to  the  cylindrical  tube  mill  for 
this  work. 

The  accompanying  table  of  tube  mill  data  of  the  Homestake 
mill,  South  Dakota,  compiled  from  earlier  records,  when  none  of 
the  tube  mill  discharge  was  returned  for  further  grinding,  is  in- 
teresting as  containing  a  comparison  of  the  work  of  different 
size  mills.  It  will  be  noted  that  a  5  by  14-ft.  tube  mill  has  about 
the  same  capacity  as  a  6  by  6-ft.  Hardinge  conical  mill  and  con- 
sumes slightly  less  horsepower  per  ton  of  ore  ground  to  —  100- 
mesh.-  Each  mill  discharges  its  tailing  over  an  amalgam  table, 
and  about  40  cts.  is  recovered  per  ton  ground. 

Regrixdixg  Plant  Data 


Mill  number 

1 

2 

3 

4 

Manufacturer 

Denver  Eng. 

Allis-Chal- 

Allis-Chal- 

Hardinge 

Works 

mers  Co. 

mers  Co. 

Conical 
Mill  Co. 

Dimensions,  feet 

5  by  U 

.5  by  18 

5  by  18 

6  by  6 

Speed,  rev.  per  min .  .  . 

27.0 

28.5 

28.0 

26.5 

Actual     horsepower 

(motor  input) 

32.0 

42.0 

42.0 

27.0 

Fed  from 

Dewatering 
cone 

Dorr 
classifier 

Dorr 
classifier 

Dewatering 
cone 

Tons  fed  per  day 

98.0 

138.0 

133  0 

93  0 

Pebbles  per  ton 

1.40 

1 .  24 

1 . 3.S 

1   71 

Tons  to  pass  100-mesh . 

41.0 

.VJ  0 

4'.)  0 

34  0 

Tons  to  pass  100-mesh 

per  horsepower 

1.2S 

1  .  _'  1 

1    17 

1   26 

An  interesting  comparison  may  l)e  made  between  a  cylindrical 
tube  mill  and  a  conical  mill  of  the  same  length  and  major  diame- 
ter in  the  case  of  a  discarded  7  l)y  12-ft.  cylindrical  mill  at  the 
Morning  mill  of  the  Federal  Mining  A:  Smelling  Co..  Idaho, 
which  was  so  changed  as  to  make  it  into  a  conical  mill.     The  tran- 

'  Melallurgicnl  and  Chnnical  Jouninl,  .\pril.  1914. 

'Allan  J.  Clakk,  Traujsactions,  American  Institute  of  Mining  Knginecrs, 
1913. 
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sition  was  effected  by  bolting  heavy  timbers  inside  the  tube  mill, 
forminp;  a  cone.  Over  the  timbers  stool  rails  were  spiked  or 
bolted  to  form  a  lining  which  roscml)lod  the  El  Oro  ribbetl  type. 
The  capacity  of  the  mill  before  the  change  was  98.64  tons  per 
day,  while  afterward  it  was  88.2,  a  reduction  of  about  10.5  per 
cent.  The  horsepower  required  l)efore  the  change  was  75. G,  and 
afterward,  65,  a  saving  of  about  14  per  cent.  The  revolutions 
of  the  mill  was  not  changed,  remaining  at  22'  2  r.p.m.  in  each  case. 
Moisture  in  feed  before  transition  was  58.9  per  cent,  and  after, 
57.7  per  cent. 

The  following  screen  analysis  shows  the   work   done   by  the 
mill  l)oth  before  and  after  the  transition. 

Classification  of  Wohk  of  Tihk   a\u  Conk   Mills 

Before  cliuiicc      -  After  change 


Screen 

Feed. 
per  cent. 

I'roauct. 
per  cent.       { 

1        Screen 
+  8 

Fe«d, 
]       per  cent. 

19.10 

Product, 
per  cent. 

+  10 

29 .  r> 

+  20 

4.1 . .') 

+  10 

22 .  05 

+  30 

12.0 

0..-) 

+  14 

17.05 

+  40 

(i.O 

0..'> 

+  20 

14.. 50 

0.10 

+  60 

4.0 

2 .  .'■1 

+  2S 

1 1 .  SO 

0  45 

+  80 

1    .". 

n.O 

+  35 

7 .  05 

2.25 

+  100 

i.r. 

SO 

+  48 

4.20 

4  50 

-f-  150 

') .  ') 

+  05 

1 .  90 

7.65 

+  200 

20.5 

+  100 

1   05 

10  .50 

-  200 

57.5 

+  1.50 

0  (>() 

17.20 

+  200 

0  20 

16  (X) 

-  200 

0  35 

41   "20 

Comparing  the  work  done  l)y  the  two  forms  of  mills  we  sec  that 
the  cylindrical  mill  producetl  57.5  per  cent.  —2(H)  while  the  con- 
ical mill  produces  41.20  per  cent,  through  the  same  mesh.  Using 
the  metliotl  of  comparison  expl.iinrd  in  another  chapter  under 
the  heading  of  "Crushing  lOflicioncies,"  we  find  that  the  amount 
of  work  done  bofort'  the  change  is  in  proportion  to  that  tlonc  after 
tho  cliaiigr  as  l.IHo  1.  If  we  km-w  the  amount  of  grinding  space 
occupied  by  the  cone,  it  might  be  found  that  the  amount  or  work 
done  in  oach  <a.se  wa.s  proportional  to  the  amount  of  space  actu- 
ally occupied  by  llir  p('l)bl«'s.  Considrring  alone  the  power  fac- 
ti>r,  that  for  the  cylindrical  mill  is  1.3  while  that  for  tin*  coniral 
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is  1.35.  The  author  states  that  the  power  required  before  the 
change  may  be  underestimated  so  that  there  may  not  be  that 
difference  between  the  power  factors  here  indicated. 


PROPORTIONAL  NUMBER  OF  TUBE  MILLS  TO  STAMPS 

The  number  of  tu})e  mills  necessary  to  form  a  combination  for 
economical  stage  grinding  will  depend  upon  the  size  at  which 
the  feed  is  delivered  to  the  mills  and  the  required  size  of  the 
product.  If  we  have  heavj^  stamps  crushing  a  big  tonnage  to 
a  coarse  mesh  and  this  pulp  must  be  slimed,  we  require  more 
tube  mill  area  than  where  light  stamps  are  delivering  a  20-mesh 
product  to  be  reground  to  a  90-mesh  screen;  so  unless  we  know 
the  conditions  of  the  metallurgical  treatment  and  the  physical 
nature  of  the  ore,  it  is  possible  to  make  only  an  approximation 
of  the  proportion  of  tube  mills  to  stamps  or  to  other  crushing 
machines. 

The  following  list  will  show  present-day  practice: 


Mill 


Waihi,  New  Zealand 

Hollinger,  Canada. 

Dome,  Canada 

Nipissing  Low-grade 

Conecopia,  Oregon 

Rainbow,  Oregon 

Liberty  Bell,  Colorado 

Motherlode,     British 

Columbia 

Gold  Roads,  Arizona 

Tom  Reed,  Arizona 

Montana-Tonopah 

(loldficld  Con.,  Nevada 

West  End,  Nevada 

Mac  Namara,  Nevada 

Nevada  Hills,  Nevada 

Nevada  Wonder,  Nevada .  .  . 

Black  Oak,  California 

Nevada  Colorado,  Nevada .  . 


Consulting  this  table  it  will  be  seen  that  with  few  exceptions 
the  diameter  of  the  tube  mill  for  sliming  gold  ores  is  5  ft.  and  tliat 
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the  length  varies  from  16  to  22  ft.;  likewise  we  see  that  one  tube 
mill  may  be  used  in  combination  with  10  stamps  or  with  20 
stamps. 

In  a  tabulation  based  on  a  comparison  of  results  from  75  stamps 
and  one  tube  mill  versus  75  stamps  and  four  tube  mills  working 
under  South  African  conditions,  C.  O.  Smidt  shows  that  the  total 
costs  of  operating  the  two  plants,  when  based  on  pulp  of  equal 
fineness,  are  as  35  to  46  in  favor  of  the  larger  number  of  tube  mills. 

THE  POSITION  OF  THE  TUBE   MILL 

Whether  or  not  wo  amalgamate  after  stamping  we  must  fix  the 
position  of  the  tube  mill  in  respect  to  the  stamps,  classifiers  and 
plates  so  that  the  whole  process  of  extraction  may  be  benefited. 
The  most  important  modification  noticed  in  stamp  milling  in 
conseciuence  of  regriiiding  in  tube  mills  is  that  the  point  in  the 
process  at  which  the  gold  is  extracted  has  changed.  In  times 
past  the  gold  was  always  amalgamated  in  the  mortar  ol  the 
stamp  mill  and  the  plates  were  immediately  in  front  of  the  bat- 
tery. We  then  saw  the  plates  go  to  a  sei)arate  l)uiUiing,  still 
taking  the  i)ulp  from  the  stamps;  then  with  the  advent  of  the 
tube  mill  in  the  metallurgical  treatment  of  gold  ores  the  plates 
were  placed  in  the  tul)e  mill  circuit  and  abandonetl  in  front  of 
the  battery;  then  amalgamation  was  tried  in  the  tube  mill  and 
classifier  circuits;  then  we  find  amalgamation  taking  i)lace  in  the 
tube  mill  and  not  in  the  stamp  mortar  and  then  amalgamation 
was  confined  to  the  classifier  circuit.  N(>arly  the  whole  cycle  of 
possible  coml)inations  has  l)een  tried,  and,  like  many  other  prol)- 
lems  in  gold  extraction,  we  nuist  study  each  particular  ore  as  a 
distinct  problem.  The  following  dijvgrams,  Fig.  10.  begin  with  a 
free-milHng  ore  and  trace  the  position  of  the  tul)e  mill  in  various 
comltinations  by  flowsheets  of  actual  mills  now  operating  and 
while  it  does  not  exhaust  the  possible  combinati«)ns,  it  is  suffi- 
ciently extensive  to  show  the  great  variety  of  ore-reduction  proc- 
esses now  u.'^ed  for  gold  extraction  by  :iin;ilL':iin:itit>M  and 
cyanidation. 

A  represents  an  al>soIutely  free-milling  pro*  ••»  ;i.n  ;il  the  \  illow 
.\ster  mill,  California,  where  the  whole  tunc.--.  «.f  iroM  extr.iction 
is  in  the  battery  and  on  plates 

li  sluiws  amalgamating  in  stamp  liait*  i\  on  plates  and  .><;ivuik 
thi-  ciiiiri'iit  r  iti-    M-^  in  till-  ii-<iimI  ( '.'ihl'ni  iii:i  mills. 
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C  notes  the  first  departure  from  former  regular  practice  as  here 
we  have  plates  in  front  of  the  batteries  and  plates  in  the  tube  mill 
circuit. 

D  shows  the  next  step  where  the  plates  have  been  taken  from 
the  batteries  where  for  so  long  they  occupied  an  honorable  posi- 
tion to  be  put  entirely  in  the  tube  mill  circuit. 

E  is  a  development  of  the  same  idea  using  a  Hardinge  conical 
mill  to  further  reduce  the  stamp  mill  product,  amalgamation 
taking  place  in  the  Hardinge  mill  and  on  plates  following. 

F  is  a  step  further  showing  the  plates  in  the  tube  mill  and  classi- 
ifier  circuits. 

G  shows  the  plates  entirely  in  the  classifier  circuit  the  tube  mill 
being  in  a  closed  circuit  with  a  classifier.  This  flowsheet  is 
appUcable  for  ores  that  contain  gold  in  a  condition  where,  even 
with  tube  mill  grinding,  the  particles  of  gold  are  still  too  coarse 
for  efficient  solution  in  cj'anide  of  potassium. 

H  shows  amalgamation  in  pans,  and  really  has  nothing  to  do 
with  the  tube  mill  but  shows  a  variation  of  gold  extraction  that 
will  no  doubt  soon  pass  into  oblivion. 

We  then  have  various  modifications  of  the  all-sliming  process, 
using  cyanide  as  the  sole  means  of  gold  extraction  with  the  tube 
mills  in  closed  circuits  with  classifiers. 

7,  the  tube  mill  takes  the  underflow  from  cone,  the  overflow 
from  cone  and  tube  mill  product  going  to  the  cla.ssifier  where  the 
slimed  material  is  eliminated. 

J  shows  a  simple  flowsheet  with  the  tube  mill  in  a  dosed  circuit 
with  a  classifier.  The  elevator  may  be  dispensed  with  by  giving 
the  feed  scoop  of  the  tube  mill  a  greater  radius.  The  idea  is 
shown  in  J2  which  also  illustrates  the  same  simple  combination 
feeding  the  dry  product  of  roll  crushing  to  the  tube  mill  at  the 
feed  scoop  with  the  coarse  material  from  the  classifier. 

K  shows  a  distributing  cone  feeding  a  classifier,  the  elimination 
of  slime  being  from  the  classifier  in  dosc'l  cirfiiit  with  iuIm- 
mill. 

L  shows  two  tube  mills  and  two  classifiers  working  in  closed 
circuits,  the  slime  being  separated  in  both  cla.ssifiers. 

iVf  is  a  complicated  flowsheet  with  cones,  classifiers  and  tube 
mills,  the  slime  being  separated  in  the  last  cone. 

N  is  an  example  of  stage  reduction  with  stamps.  Har(Hnge  mill 
and  tube  mill  where  each  machine  is  doing  the  work  for  which  it 
is  best  fitted.     We  note  that  a  shaking  screen   precedes  the 
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stamps,  thus  bypassing  the  fine  material  that  does  not  need 
crushing  in  the  stamp-mill  mortar  to  the  classifying  cone,  the 
coarse  material  from  cone  going  to  Ilardingc  mill.  From  there 
on  the  cylindrical  tube  mill  and  classifier  are  in  a  closed  circuit. 
This  is  an  ideal  arrangement  for  getting  the  best  results  from 
three  types  of  mills,  no  machine  being  compelled  to  do  work 
that  could  1)C  done  better  in  another  machine. 

THE  ESSENTIAL  FACTORS  GOVERNING  CAPACITY 

The  amount  of  ore  ground  to  a  particular  mesh  l)y  a  tulx-  mill 
will  depend  upon  the  character  of  the  ore,  which  is  not  pertinent 
to  the  machine  itself  and,  to  the  following  factors  which  may  be 
varied  according  to  the  work  to  i)e  doiie  and  the  cost  of  material. 

I.  Diameter  and  length. 

II.  Speed  of  rotation. 

III.  Size  of  feed  and  discharge. 

l\'.  N'olume  of  feed. 

\  .  Amount  of  moisture  in  i)ulp. 

\  1.  Load  of  pebi)les. 

\T1.  Size  and  character  of  pebbles. 

\  111.  ( 'haracter  of  the  lining. 

IX.  ("haracter  of  the  ilischarge  opening. 

The  following  tal)le  by  M.  K.  Hodgers'  will  illustrate  the  fact 
that  the  amount  of  ore  ground  in  a  tulie  mill  differs  with  the 
character  of  the  ore.  The  retdtive  crushing  duty  of  Hardinge 
mills  on  three  dilTerent  ores,  other  conditions  ln-ing  the  same, 
shows  ;i  n'iii;irl<;ible  dilTerence  in  tonnage. 

1.    l)iAMi;ri;ii  anu  bi;N<;ru 

Tile  iii<i>i  usual  iliameter  of  tube  mills  now  in  use  is  5  ft.,  few 
being  of  greater  diameter,  but  by  the  natmi*  of  the  problem  of  ore 
grinding  we  must  recognize  that  the  diameter  of  the  mill,  which 
regulates  the  height  or  amplitude  of  fall  of  th<*  cascading  |>ebble.<*, 
should  i>e  proport  itined  to  suit  the  conditions  of  the  feed.  If  the 
mill  is  fed  coarse  particles  of  or«'  the  pebbh's  should  fall  a  griMiter 
dist!inc(!  than  when  grinding  fine  particles;  therefore,  the  diameter 
of  the  mill  should  be  such  that  the  l;irgest -sized  pieces  of  ore  feil 
to  the  mill  are  effectiv«ly  l)rok<'n  by  the  pebbNy.     We  find  this 

^Trim»itrtion»  .\iiic>ric/iii  In.s(iliit<-  Mimiiik  KnniiUMTs,  llU.'i. 
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observed  to  a  certain  extent  in  practice  for  it  will  be  observed 
that  the  tube  mills  taking  the  product  of  lijiht  stanii).s  and  conse- 
riuently  medium-size  ore  particles  are  from  4  to  4} 9  ft.  in  di- 
ameter while  those  taking  the  feed  of  heavy  stamps  are  from 
5  to  G  ft.  in  diameter. 

The  greatest  portion  of  the  ore  fed  to  a  tube  mill  is  ground  by 
the  imi)act  of  pebble  against  pebl)le  ami  the  lesser  portion  by 
attrition  wlien  i)e})])le  slides  on  ])('])])lo  or  on  the  lining.  Some 
operators  have  contended  that  the  fine  grinding  is  done  more 
particularly  Ijy  the  sliding  of  the  pebbles,  that  is  by  attrition,  but 
we  know  that  to  attain  capacity  of  —  200-mesh  material  we  must 
cascade  the  pebbles  and  not  let  them  slide  any  more  than  pos- 
sible. We  must  have  the  mill  of  such  length  that  most  of  ore  is 
reduced  to  the  desired  fineness  by  the  time  it  reaches  the  dis- 
ciiarge  end  of  the  mill.  Should  we  use  a  short  mill  the  propor- 
tion of  oversize  would  l)e  so  great  that  it  would  require  acompli- 
cation  of  tube  mills  and  classifiers  to  accomplish  the  work  that 
can  be  done  ])y  one  cylindrical  mill  of  suital)le  length.  The  finer 
the  ore  is  crushcil  ilic  less  chance  there  is  of  further  reduction; 
hence  the  length  of  the  niill  is  proportioned  to  give  the  least 
amount  of  oversize  with  the  greatest  capacity.  If  all  we  require 
is  a  medium-sizi'd  i)roduct  suitable  for  concentrating,  we  use  a 
short  tube  of  large  diameter,  but  for  sliming  ores  the  long  cylin- 
driciii  tul)e  is  preferred. 

At  Tonopah,  Nov.,  and  South  Africa  it  was  found  that  the 
usual  22-ft.  tube  mill  may  be  shortened  4  to  0  ft.  without  any 
decrea.sed  capacity,  wiiich  is  accounted  for  by  the  fact  that  in 
this  type  of  mill  an  excess  of  length  cau.ses  overgrinding,  useless 
work  being  done  on  ore  already  ground  to  the  desire»l  fineness. 
At  the  Ml  ( )ro,  Mexico,  a  portion  of  the  end  of  the  mill  luis  been 
used  :us  a  classifying  chanilxT  l>y  the  u.se  of  a  perforate«l  dia- 
]ilu;igMi  plate  (»  in.  fr(»m  the  discharge  head  of  tin*  mill. 

Intil  lately  the  S-ft.  conical  mill  lias  been  the  standaril  di- 
ameter for  this  type  of  null  but  lately  Hardinge  mills  with  10-ft. 
major  diameter  have  b«'en  made.  No  doubt  this  will  be  f«)ll(»wed 
by  the  lO-ft.  diameter  cylindrical  tube  null  of  short  length.  Tlie 
success  of  the  Hardinge  mill  may  1m'  attributed  in  great  part  to 
the  gre.'it  diameter  of  the  cylindrical  portion  of  the  mill,  this 
enterprising  melalliiiL'i^t  Icadiim  the  wa\  for  the  cylindrical-mill 
manufacturers. 

('vlindrical    \\\\\\>    are    now    niaile    S    !l.    \\\    diameter.      iliat 
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illustrated  in  Fig.  11,  made  by  the  Power  &  Machinery  Co.,  is 
12  ft.  long  and  is  in  use  at  the  Engels  Copper  &  Anaconda  Copper 
Mining  Co.  The  mill  is  driven  by  herringbone  gears,  the  pinion 
shaft  being  connected  to  the  motor  by  means  of  a  flexible  coup- 
ling. A  mill  7  ft.  in  diameter  and  10  ft.  long  overall,  with  gears 
14  in.  wide  has  been  installed  by  the  Butte  &  Superior  Copper 
Co.,  Butte,  Mont.  The  feed  scoop  is  of  the  three-cup  spiral 
type  so  that  the  mill  operating  at  22  r.p.m.  is  fed  oftener  than  once 
a  second.  No.  5  Danish  pebbles  are  used.  The  mill  is  reported 
to  have  an  average  capacity  of  300  tons  dry  ore  per  day,  of  which 
quantity  approximately  75  tons  are  returned  to  the  mill  as  a 


Fig.   11.— The  8-ft.  diameter  tube  mill. 

circulating  load.     This  type  of  mill  has  proven  economical  and 
satisfactory. 

In  a  previous  paragraph  I  have  stated  that  a  miml)er  of  sliort 
tube  mills  with  classifiers  would  unnecessarily  complicate  a  reduc- 
tion plant  and  had  in  mind  for  comparison  a  mill  5  or  (i  ft.  in 
length.  That  the  22-  or  24-ft.  tube  mill  has  been  shortened  I 
have  also  indicated  but  this  contraction  is  apt  to  bo  more  radical 
than  would  appear  at  first  sight,  for  from  the  nature  of  the  prol)- 
lem  of  ore  reduction  we  can  predict  that  in  future  a  tube  mill  8 
or  10  ft.  in  diameter  an<l  G  to  8  ft.  long  or  a  i)all  mill  of  smaller 
dimensions  will  take  the  place  of  the  intermediate  crusher,  to 
be  followed  by  a  tube  mill  ')  to  (i  ft.  in  diameter  and  10  to  12  ft. 
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long,  both  discharging  into  the  same  classifier  with  the  oversize 
going  to  the  longer  mill  for  final  reduction.  Several  examples  of 
mill.s  of  this  character  follow: 

At  the  Elko  Prince  mill,  Nevada,  the  rockbreaker  product  is 
fed  to  a  4-ft.  ]\Iarcy  mill  using  steel  balls  for  grinding.     This  in 

turn  dischargos  into  a  5  by 
14-ft.  tul)('  mill.     The  mill  is 
— ^  prcsunu'd  to  have  a  capacity 
of  ")()  tons  a  day. 

The  combinations  of  two 
tu])e  mills  or  a  ball  mill  and 
a  tube  mill  in  circuit  with  a 
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Fiu.  12. — Two-stage  tube  mill  flowsheet,  classifier,  of  which  Fig.  12  is 

a  flowsheet,  offer  a  solution 
of  two-stage  grinding  with  mills  of  moderate  length  which  have 
the  advantage  of  decreased  weight  and  the  possibility  of  using 
roller  bearings,  thus  decreasing  the  amount  of  power  required  to 
rotate  them.     The  idea  embodies  sound  metallurgical  principles 


I'm,. 


:iil:i    I':ii'k:ili|    .Miih' 


1  n~i  :i  1 1.1  M.  'U 


iiiiils. 


and  as  we  are  liable  to  see  many  future  mills  designed  :ilong  these 
lines  the  installation  at  the  Nevada  I'ack.ard  Mines  ("o.  Fig.  13 
is  of  |)articular  interest.  I  (piote  fron>  U.  Freitag.  the  designer 
and  builder: 

"We  Imve  in  opcmtiiui  n  tulu-  null  uiiU  compu^iii  of  two  nulls,  mill 
N(i.  1  i.H  6  ft.  in  dianietcr  and  .')  ft.  lonn.  Thi.s  null  t:iko.s  the  roll  crusUjor 
ffe«|  which  Im.s  be«'n  rrushctl  to  pa.s.s  a  J-niCMh  No.  12  wiro  scroon.     Thi« 
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material  is  fed  dry  by  means  of  a  sheet  slat  apron  feeder,  solution  being 
added  in  the  feed  box,  and  by  the  agitation  caused  by  the  scoop  is 
thoroughly  pulped.  The  discharge  is  delivered  to  a  Dorr  classifier 
from  which  the  slime  is  discharged  to  the  first  Dorr  thickener  and  the 
oversize  to  the  second  mill  which  is  6  ft.  in  diameter  and  10  ft.  long. 
The  discharge  from  this  mill  is  delivered  to  the  same  Dorr  classifier  for 
classification.  I  must  say  that  this  grinding  unit  is  doing  wonderful 
work  and  it  has  demonstrated  to  mj'  satisfaction  that  the  days  of  the 
long  mills  are  past.  The  mills  handle  a  feed  of  100  tons  easily  and  we 
have  had  a  120-ton  feed  on  the  mills  without  crowding  them.  We  are 
grinding  to  80  per  cent,  through  200-mesh." 

The  screen  on  the  discharge  end  of  No.  1  mill  was  discarded, 
being  unnecessary. 


Fig.   14. — The  Alaska-Juneau  short  tube  mill. 

I  understand  this  is  not  a  hard  (luaitz  ore  hut  one  well  .suited 
for  this  class  of  machine. 

In  the  Alaska-Junoau  mill  we  sec  the  initial  crushiiifi;  Ix'ing 
done  in  8  by  6-ft.  ball  mills  with  fort^od  chrome-stoel  balls  and 
the  final  grinding  in  tube  mills,  li  ft.  dianu'ter  and  12  ft.  lon^, 
which  embodies  this  idea  of  stage  grinding  with  l)all  and  tul»c 
mills.     Fig.  14  illustrates  this  type  of  short  tid)c  mill. 

The  mill  installed  by  the  United  (loUl  Mines  Co.,  near  Sump- 
ter,  Oregon,  late  in  lOK)  contains  two  tube  mills  each  5  X  8  ft., 
the  first  taking  the  ore  from  rolls  without  .screening,  the  pulp 
going  to  a  Dorr  classifier,  while  the  second  tube  is  in  closed  circuit 
with  the  same  classifier.     Thus  we  see  the  short  tube  mill  gaining 
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popularity.  The  capacity  of  these  two  tubes  with  a  coarse  feed 
of  fairly  soft  ore  using  local  stream  pebbles  is  about  40  tons  a  day. 
At  the  Santa  Gertrudis  "tube  mill  {iriiuiiiig  is  done  in  two 
stages,  using  5-ft.  diameter  mills  throughout,  the  primary  series 
being  IG  ft.  long  and  the  secondary  series  20  ft.  and  22  ft.  Com- 
parison of  this  system  with  single-stage  grinding  has  failed  to 
show  conclusive  results  in  its  favor.  A  slight  benefit  is  apparent, 
but  insufficient  to  warrant  a  repetition  of  this  refinement  of  de- 
sign unless  in  conjunction  with  water  concentration  not  required 
with  this  ore."^ 

Had  the  primary  series  of  tube  mills  been  of  greater  diameters 
than  5  ft.  and  of  shorter  length  say  a  6X10  ft.  mill  delivering 
a  coarser  product,  the  advantage  of  grinding  in  two  stages  would 

have  been  more  apparent.  In 
section  III  we  have  shown 
that  to  obtain  the  maximum 
capacitj'  from  a  tube  mill  it  is 
necessary-  to  feed  .«iome  coarse 
material  with  the  fines  so  in 
any  system  of  two-stage  grind- 
ing the  first  mill  mui>t  either 
grind  rather  coarse,  or  the 
second  mill  be  fed  with  some 
coarse  material  unless  the 
diameters  of  the  two  mills  are 

,.     ,,  ,     ,,,     .  proportioned  to  the  size  of  ore 

l.>.  — Movement  of  pfl)l)los  in  tunc  .,  .>        i     i  •     i 

mill.     fll.  \.  White.)  ^hey  are  mtendcd  to  gruul. 


I  I  .    Sl'I.KI)    (»1'    1\<)T.\TI()\ 

The  speed  of  rotation  of  a  tiil»(>  iiiili  is  such  that  the.  pebbles  are 
thrown  over  the  center  in  a  cascade  and  must  not  be  .so  fjust  that 
the  whol<'  ma-ss  of  pebbles  ;iiid  pulp  revolvos  with  the  shell  of  the 
mill,  l-'ig.  1')  shows  the  theoretical  path  of  the  pc^bblos.  This 
diagiaiii  serves  the  purpose  of  impressing  upon  the  reader  the 
necessity  of  grinding  by  impact  for  the  balls  are  shown  falling 
over  the  center  in  a  ca.seade.  It  is  impos.sible  to  obtain  this  ac- 
tion entirely  in  a  tube  mill  for  there  is  a  constant  tendency  for 
the  pebbles  to  skid  on  I  he  lining  and  for  the  |M»bbles  to  roll  down 
the  iiicliiie  (of  pel>bles)  before  reaching  the  apex  of  their  ascent. 

'  Knfptutriny  it-  Mtfitny  Journal,  .\ug.  /i,  \{H(\. 
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Owing  to  the  fact  that  the  internal  diameter  becomes  greater  as 
the  Uning  wears  and  that  hnings  of  different  materials  are  of  dif- 
ferent thicknesses,  we  find  mills  of  the  same  external  diameter 
revolving  at  different  rates  of  speed  while  the  peripheral  velocity 
of  the  inside  of  the  lining  maj-  V)e  identical. 

The  formula  most  generally  used  for  determining  the  rate  of 
rotation  of  a  tube  mill  is  that  given  bj^  Davidsen,  namely: 

R.p.m.  =       ,    where  d  is  the  internal  diameter  of  the  mill  in 

Vd 

inches.  The  factor  200  will  pertain  more  particularly  to  mills 
lined  with  flint  pebbles  or  silex  blocks  for  it  has  been  found  that 
the  character  of  the  lining  determines  to  a  certain  extent  the 
speed  of  rotation.  A  smooth  liner,  whether  of  steel  or  iron, 
whether  originalh'  placed  in  the  mill  as  a  smooth  liner  or  an  El 
Oro  liner  with  the  ribs  worn  off,  will  require  a  speed  somewhat 
over  that  required  for  a  rough  liner  because  there  is  more  tendency 
for  the  charge  of  pebbles  to  slip  and  the  peripheral  speed  must  be 
greater  to  lift  the  pebbles  to  the  apex  of  the  mill.  A  rough  liner 
with  lifting  bars  which  firmly  hold  the  pebbles  on  the  liner 
without  slipping  will  require  a  somewhat  slower  speed  of  rota- 
tion, so  we  maj'  revise  this  formula  for  the  classes  of  liners 

220 

r.p.m.  smooth  Imer 

\  d 

■-'10 

r.p.m.  rough  liner,  such  as  El  Oro  or  Silex ,— 

Vd 


r.p.m.  lifting  bar,  such  as  the  Komata.  .  .  .      ^ 


185 

Vd 


That  these  figures  can  only  be  taken  as  guides  is  true  for  we  know 
that  every  mill  and  every  ore  is  a  distinct  problem  and  what  may 
be  satisfactory  in  one  case  may  be  unsuited  for  another  but  the 
figures  are  sufficiently  near  to  ensure  but  little  chance  of  failure 
from  not  having  the  speed  of  the  mill  at  the  right  point. 

The  following  table  shows  the  rates  of  rotation  for  many  mills 
in  various  parts  of  the  world. 

This  list  of  mills  shows  that  tlic  Haidiiigf  mills  run  at  a  liighrr 
peripheral  speed  than  any  of  tiu'  cylindrical  mills  and  thi.s 
speed  is  far  above  that  given  by  David.sen's  fornuila.  It  will  be 
noticed  that  the  5-ft.  cylindrical  tul)e  mill  is  the  most  common 
size  for  regrinding  gold  ores  following  stam|)s,  and  that  at  UwM 
two  of  them,  the  Dome  and  the  <;<>l(l  Hoads.  run  at  a  liiirlier  pc- 
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Mill 


size  in  feet 


U.p.rn. 


I'rripheral 
speed 


Hannan  Star,  W.  A 

Porcupine  Crown,  Canada. . .  . 

Ksperanza,  Mexico 

Nipissing  High-grade,  Canada. 

Corinthian  North,  W.  A 

Guanajuanto,  Mexico 

El  Oro,  Mexico 

Techatticup,  Nevada* 

Standard,  California 

Mac  Naniara,  Nevada 

West  End  Con.,  Nevada 

Bhick  Oak,  California 

Cornecopia,  Oregon 

Motherlode,  Hriti.sh  Colunihia. 
Dos  Estrallas,  Mexico. ....... 

Nevada  Hills,  Nevada 

Tonopah  Ext.,  Nevada 

Lucky  Tiger,  Mexico 

Alaska  Treadwell 

Nevada-Colorado,  Nevada.  .  .  . 

Hollinger,  Canada 

Nevada  Wonder 

liroken  Hill.s  N.  S.  W 

Cougar,  Oregon 

Porcupine  Crown,  Cana<ln 

Prospero,  Mexico 

Raiid)ow,  Oregon 

Dome,  Canada 

(!old  Roads,  Arizoiui 

liuffalo,  Cobalt,  Canada 

Hand,  South  .\frica 

Silver  Peak,  Nevada    . 

Nipissing,  Canada 

Butte  and  Superior.  .  . 


4  X  16 

29.0 

364 

4  X  20 

31.0 

489 

4  X 

20 

32.0 

402 

4  X 

20 

37.0 

464 

4'1"  X 

16 

31.25 

400 

AM  X  20 

30.0 

424 

m  X  19 

31.0 

438 

5  X 

22 

24.0 

376 

o  X 

22 

24.0 

37% 

o  X 

16 

26.0 

408 

5  X 

18 

26.0 

408 

5  X 

18 

26.0 

'408 

5  X  20 

26.0 

408 

5  X  20 

26  0 

408 

5  X  24 

2()  0 

408 

')  X 

IS 

27  0 

424 

5  X 

IS 

27  0 

424 

5  X  22 

27  0 

424 

5  X  22 

27 . 0 

424 

o  X 

14 

2S  0 

439 

5  X  20 

28.0 

439 

.5  X 

22 

28.0 

439 

")  X 

10 

28.0 

439 

o  X 

8 

29  0 

455 

o  X 

16 

29  0 

455 

'i  X 

14 

29  0 

455 

")  X 

22 

30.0 

471 

r.  X 

22 

32  0 

502 

.">   X 

■'2 

32  0 

502 

o',   X 

22 

27  0 

i('>r) 

5'...   X 

22 

28  0 

4S3 

r.  X 

10 

24  0 

152 

ti    V 

20 

2'>  0 

471 

7    . 

1(1 

22  0 

4S4 

llnrcliiiRf 
coiiicul  inilU 

W  llinrni 

6 

30  5 

574 

C«>inmonwealth.  .Vrizona.  .  . 

s 

28  0 

703 

Winona 

s 

26  3 

6<W 

Marry  mill 

Big  Four,  Utah 

4 

X  tl 

32  0 

402 

•  Chnngnl  to  28  r.p.m. 
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ripheral  speed  than  the  7-ft.  mill  of  the  Butte  and  Superior.  The 
best  speed  for  a  5-ft.  mill  appears  to  be  28  r.p.m.,  at  all  events 
that  is  my  experience;  those  revolving  at  24  r.p.m.  or  le.ss  do  most 
of  the  work  by  the  attrition  of  the  sliding  pebbles.  For  ores  con- 
taining high  percentages  of  heavy  sulphides  with  the  values  in  this . 
heavy  material  this  speed  may  be  justified,  but  not  when  capacity 
is  wanted.  The  pebbles  in  a  5-ft.  mill  running  at  24  r.p.m. 
become  flat,  indicating  that  the  wear  is  caused  by  sliding  while 
the  same  mill  running  28  r.p.m.  cause  the  pebbles  to  be  more 
or  less  rounded  showing  that  the  grinding  has  been  done  by 
impact. 

The  amount  of  ore  ground  in  a  tube  mill  (to  —  200-mesh) 
depends  largely  upon  its  speed  of  rotation ;  for  example,  a  5  by  22- 
ft.  mill  revolving  at  18  r.p.m.  had  a  capacity  of  28  tons  a  day, 
while  the  same  mill  revolving  at  26  r.p.m.  ground  48  tons  and  at 
from  27  to  28  r.p.m.  about  55  tons.  There  was  no  means  of 
measuring  the  amount  of  power  required  at  the  various  speeds,  or 
it  might  have  been  possible  to  balance  tonnage  against  power  cost 
but  there  is  no  doubt  that  in  this  particular  instance  the  increased 
speed  amply  repaid  in  grinding  efficiency  for  the  extra  power 
required.  A  5  by  22-ft.  mill  at  28  r.p.m.  will  require  about  55 
hp.  while  the  same  mill  revolving  at  32  r.p.m.  will  require  85  hp. 
There  must  therefore  be  a  greatly  increased  capacity  to  warrant 
this  increased  expenditure  of  power  and,  while  figures  for  com- 
parison are  not  available,  judging  from  the  actual  mill  tonnages  in 
the  mills  where  this  speed  is  maintained  the  increased  cost  for 
power  is  not  justified,  unless,  contrary  to  the  usual  rule,  the  power 
cost  is  an  unimportant  item  of  expense. 

A.  M.  Merton'  says  in  regard  to  the  speed  of  cylindrical 
mills: 

"The  speeds  of  from  360  to  iUU  it.  jxr  iiiiiiiit<"  will  cover  most  cases, 
and  the  mean  of  3S0  ft.  may  be  confidently  adopted  in  ii  new  plant. 
The  best  speed  at  which  a  tube  mill  should  run  in  a  Riven  ease  may  he 
determined  in  a  very  simple  way.  The  method  is  to  operate  the  mill 
at  various  speeds  determining  the  power  consumed  at  each  speed.  By 
dividing  the  power  consumed  hy  the  number  of  revolutions  a  factor  is 
obtained  which  is  really  the  pow(!r  absorbeil  at  each  revolution.  The 
higher  the  factor  the  mo.st  effective  the  crushinR  power  of  tl»e  pebbles. 
The  ff)llowing  is  an  example: 

'  Mining  ami  Ettijiiuxrimj  World,  .hiiic  1,  I'.U  I. 
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R.p.ii.. 

111.. 

Factor 

Peripheral  vel.  ft.  per 
min. 

27 

54.6 

2.022 

378 

28>^ 

58.0 

!            2.035 

400 

soi-i 

61.6 

2.019 

430 

32 

64.5 

2.01.5 

450 

"The  speed  of  28i-^  r.p.m.  gives  the  highest  factor,  and  would  there- 
fore be  adopted.  However,  some  jwwer  miglit  he  saved  and  the  effi- 
ciency increased  by  experimenting  a  little  closer  around  the  peripheral 
velocity  of  400  ft.  per  minute." 

Before  applying  this  method  it  is  necessary  first  to  determine 
the  most  economical  load  of  pebbles  for  the  mill,  because  we  may 
fill  the  mill  above  the  center  with  pebbles  with  a  small  increase  or 
even  less  power  consumption  than  when  the  pel)l)les  are  below  the 
center  and  so  do  more  grinding  with  a  lower  factor. 

At  some  mills  the  operator  judges  by  the  temperature  of  the 
tube  mill  discharge  whether  the  mill  is  grinding  jiroperly,  a  high 
temperature  indicating  that  the  mill  is  doing  good  work.  While 
the  theory  that  the  amount  of  heat  generated  in  the  mill  and 
absorbed  by  the  pulp  might  give  an  indication  of  the  amount  of 
work  being  done  on  the  ore,  it  is  not  a  safe  theory  to  bank  on.  The 
following  notes  on  the  subject  are  given  to  indicate  the  method  of 
calcidating  and  the  result  of  one  experiment. 

The  proper  speed  of  rotation  might  be  determined  by  the 
amount  of  heat  generated  in  the  mill  if  all  the  heat  generated 
represented  useful  work.  By  taking  the  temperature  of  the 
material  entering  and  discharging  from  the  mill  we  can  determine 
the  amount  of  work  represented  by  these  heat  units,  but  we  have 
no  means  of  calculating  the  amount  of  heat  lost  in  radiation, 
friction  or  sound,  'riirse  unnu^asurable  losses  of  heat  will  no 
doubt  l)e  fairly  constant  for  a  given  atmospheric  temperature  so 
that  if  we  measure  the  heat  units  generated  we  will  wo  doubt  fiml 
that  the  greater  the  amount  of  heat  generated  the  greater  the 
grinding  efliciiMicy,  but  not  niM-essarily  in  the  sanui  ratio. 

Tlie  following  data  wer(>  obtained  from  two  dilTerent  mills  on 
the  same  day  and  while  the  figures  are  approximate  the  result 
shows  that  the  iiietliod  niav  have  soiiu-  merit. 
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Mill  No.  1  Mill  No.  2 

Size 5  by  14  ft.  5  by  20  ft. 

Speed 28  r.p.m.  21  r.p.m. 

Horsepower 35  (estimated)  48  (estimated) 

Temperature  rise. . .  10°C.  4°C. 

Capacity,  200-mesh.  50  tons  per  day  22  tons  per  day 

Moisture 50  per  cent.  50  per  cent. 

The  number  of  horsepower  represented  by  the  amount  of  heat 
generated  may  be  found  by  the  following  formula: 

T   =  temperature  rise  of  the  water,  degrees  C. 

T'  =  temperature  rise  of  the  ore,  degrees  C. 
(If  these  are  fed  separately  both  temperatures  should  be  known.) 
^P    =  pounds  of  water  discharged  per  minute. 

P'  =  pounds  of  ore  discharged  per  minute. 

S    =  specific  heat  of  water  =  1 

*S'  =  specific  heat  of  ore  =  0.21. 
„  {{PXSxT)-\-{P'XS'X  r)}l,402 

^P-  =  33,000  (1) 

Substituting  the  figures  for  the  two  mills  we  have: 

Mill  No   1   K35X1J<10)  +  (70  X  0.21  X  10)}  1,402  ^ 

ivim  i^o.  1  33,000  P" 

,,•1,  ..     ^  {(15X1X4) +  (30X0.21X4)}  1,402 

Mill  Tso.  2  337)7)0 ^  P' 

The  figures  for  mill  Xo.  1  show  that  60  per  cent,  of  the  energy 
put  into  the  mill  has  been  returned  as  heat  in  the  pulp  and  only 
7.5  per  cent,  of  that  put  into  mill  No.  2.  Had  mill  No.  1  been 
run  with  less  moisture,  no  doubt  as  much  as  65  per  cent,  of  the 
energy  would  have  appeared  as  heat  in  the  pulp.  Dowling  gives 
the  efficiency  of  tube  mills  on  the  Rand  at  57.4  per  cent.  The 
lesson  to  be  learned  from  the  fact  that  mill  No.  2  has  returned  in 
the  pulp  but  7}4  per  cent,  of  the  energy  put  into  the  mill  is  that 
the  mill  is  running  too  slow  which  is  likewise  shown  bj-  the  ton- 
nage which  should  be  at  least  65  tons  per  day,  instead  of  22  tons. 

W.  J.  Pentland  says: 

"When  a  tube  mill  is  grinding  its  full  load,  a  distinct  rise  of  teinpora- 
ture  of  the  shell  can  ho  noted.  If  the  jielihle  load  is  light,  or  the  moisture 
content  of  the  pulp  so  high  that  tlie  increased  temperature  is  not  appar- 
ent, the  mill  is  not  doing  the  work  it  can  be  made  to  do." 

III.  Size  of  Fked  and  Disch.\u(;h 

The  feed  for  a  tube  mill  may  vary  between  2-  and  4()-mesh  and 
the  discharged  product  contains  usually  at  least  70  per  cent. 
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—  2()0-in('sli.  The  sizo  of  ore  particles  fed  to  the  machine  varies 
witli  the  diameter  of  the  tube  mill  and  the  efficiency  ()f  the  inter- 
mediate crushers  (such  as  stamps)  to  grind  to  a  particular  siz(^ 

The  experiments  at  El  Oro  proved  that  "the  efficiency  of  the 
tube  mill  increases  with  the  coaiseness  of  the  sand  fe(l  to  the  null," 
within  limits. 

It  was  found  at  the  West  Knd,  Tonopah,  that  the  crushing 
efficiency  could  be  increased  2o  per  cent,  by  the  addition  of  suffi- 
cient coarse  material  to  the  feed,  together  with  the  fines,  to  per- 
mit the  coarse  material  to  travel  almost  to  the  discharge  end  of 
the  tube  mill.  To  accomplish  this  10  stamps  crushed  through  10- 
mesh,  and  10  through  6-mesh. 

The  following  list  will  give  an  idea  of  present-day  practice: 


.Mill 

.Me.sli  of 
Mtanip 

Size 

nf  mill, 
'eet 

Capacity 

screen 

Tons 

.Screen 

.    Meah 

cent. 

Wuihi,  New  Zonlaiid 

III 

4-1 

X  18 

77.0 

73  -120 

Mine.s  of  El  Oro,  Mexiro 

.'.". 

4^ 

..   X  19Vi 

100  0 

90-200 

San  Rafaol,  Moxiro 

Id.   IJ 

4 

X  20 

50  0 

74   5  -  200 

Guanajuanto  Mexiro 

^'('i 

41 

I   X  20 

75  0 

-120 

Hollini^or,  Canada 

)'■ 

.") 

X  20 

90.0 

90  -200 

NipisxiiiK  F.ow-uradf 

1".  -i 

<> 

X  20 

65  0 

C'onccopia,  OroKon 

J 

5 

X  20 

50.0 

86-200 

Liberty  Bell.  Colnrinl.. 

1-'.   It 

.5 

X  22 

73.4 

-200 

GoM  Hoad8,  Arimnii 

1 

.1 

X  22 

90.0 

87  -150 

Montana-Tonopali,  Ncvad;i 

2'> 

.') 

X  22 

55.0 

87-200 

Nevada  Hills,  Nevada.  . 

S 

.5 

X  18 

101   0 
75  0 

43.5  -200 
79-200 

Nevada  Wimder,  Nevada 

^v 

.'. 

X  22 

69  4 

-200 

HiK  I'iiie,  Nevada 

1  in 

."> 

X  20 

130  0 

85  -200 

Hlaik  <»a'<.  C'alif<iriiia 

tl,    11) 

.'» 

X  18 

90  0 

.V>  -200 

.Nevada-Colorado,  Nevada 

1(1.    12 

!> 

X  18 

60  0 

80-200 

5 

X  16 

108  0 

Porrupinc   Crown.  Canada 

■-   ■ 

\       5 

X  20 

75  0 

47  -200 

Nevaila  I'arkurd,  Nevada 

-'  \i>  I'J  wire 

;    0 

X  r.    \ 

X   10     ! 

100  0 

80  -200 

One  of  the  peculiar  featun's  of  a  tube  mill  is  thai  a  reduction 
ill  the  sizi'  of  the  ore  fed  to  (he  mill  does  not  give  a  corresponding 
incroasi'  in  (iw  mimlxr  of  tons  ground  per  d:»y.  Thi.**  is  ao- 
counled  for  l»y  the  fad  (hat  when  c»re  particles  are  ground  by  the 
impac(  of  pebble  on  pebble  (he  spaces  between  the  pebbles  allow 
(lilTerent  size  pieces  of  ore  (o  be  grouiul  with  the  same  blow.  This 
is  not  so  a|iparen(  when  the  ore  is  ground  by  tlu*  rubbing  of  the 
j„.l.l.l...-  f.if  then  the  particle.s  ;it    iKf   \u,'\t\\   nf  ii.ni-i.t   nidv   nv 
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ground.  Referring  to  Fig.  16,  A  represents  two  large-size  peb- 
bles with  pieces  of  ore  between  the  surfaces,  B  a  small  and  a  large 
pebble  and  C  two  small  pebbles.  It  can  easily  be  seen  that  two 
large  pebbles  will  crush  larger  grains  of  ore  than  one  large  and  one 
small  or  two  small  peb])les,  so  the  larger  the  pebbles  the  larger 
size  ore  can  be  fed  to  the  tube  mill  with  the  expectation  that  the 
capacity  will  not  be  seriously  reduced.  There  is  a  limit  to  this 
increase  which  can  be  determined  only  by  experiment. 

W.  J.  Pcntland'  relates  the  following  experience  to  show  the 
increased  capacity  of  stamps  and  tube  mills  in  combination  by 
increasing  the  size  of  the  ore  particles  fed  to  the  tube  mills: 

"We  had  200  stamps,  cone  classifiers  and  thickeners,  two  tube  mills 
5  by  20  ft.  and  -seven  tube  mills  4  by  22  ft.  We  used  35-  and  -lO-mesh 
screens  on  the  batteries,  yielding  a  product  containing  about  60  per  cent. 
—  200-mesh  solids.  From  730  to  750  tons  could  be  treated,  giving 
a  final  pulp  of  80  per  cent.  —200-mesh.  By  substituting  25-mesh 
screens  on  100  stamps  and  30-  or  35- 
mesh  on  the  other  hundred,  we  were 
able  to  raise  the  tonnage  from  830  to 
850  tons,  but  this  was  the  most  we  could 
get  through  the  tube  mills.  With  cone 
thickeners  we  had  to  give  constant 
attention  to  keep  the  moisture  down  a  ^ 

to  38  per  cent.  Fig.   16. — Showing  how  coar.se 

"Wethe„hunguplOOsta„„«,put    ^-1-    ^1,°^    ^  diSo'rS 
8-  and  10-mesh  screens  on  the  remain-    sizes. 
ing  100,  rearranged  and  improved  the 

cone  system  of  cla.ssification  and  thickening,  and  added  three  tube  mills 
5  by  24  ft.  This  system  enabled  us  to  increase  the  capacity  to  1,050 
tons  daily;  while  battery,  crusher  and  conveyor  costs  that  used  to  total 
35  cts.  went  down  to  17  cts.    .    . 

"With  coarse  feeds  we  could  get  lower  moi.sture.  greater  tonnage  aiul 
better  ground  pulp;  with  the  finer  feeds  it  was  almost  impossible  to  get 
low  moisture,  the  tonnage  was  reduced  and  the  product  never  contained 
as  much  —200-mesh  solids  as  was  seeured  from  the  coarser  feeds." 

1\'.  Volume  of  Feed 

Experiments  at  El  Oro  proved  that  the  capacity  of  a  tube  mill 
"decreased  proportionally  to  the  rate  of  feed."  This  is  partially 
true,  for  the  increased  capacity  due  to  increased  feed  has  its 
limits.     The  capacity  of  a  tube  mill  increases  with  the  amount  of 

'  Chemical  and  M clalluTgical  Jaurunl,  1914. 
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feed  to  a  point  where  the  returned  oversize  is  sufficient  either  to 
overload  the  classifier  or  to  increase  the  circulating;  load  to  the 
extent  that  the  feed  must  be  decreased.  Feeding  above  this 
point  provides  the  mill  with  too  much  coarse  material  to  do  effi- 
cient work. 

V.  B.  Sherrod  found  at  the  Guerrero  ]\Iill,  Pachuca,  ''That  the 
grinding  efficiency  increases  with  the  quantity  of  ore  fed  per 
minute,  to  a  point  which  varies  with  the  diameter  of  the  mill, 
and  that  beyond  this  point  capacity  is  not  gained,  and  within 
reasonable  limits  there  is  no  loss  except  that  due  to  the  return 
to  the  mill  of  an  excess  of  oversize.  The  limit  of  profitable  feed 
varies  with  the  character  of  the  pulp,  and  can  be  determined 
only  by  experiment." 

An  experiment  at  the  Goldfield  Con.,  Nevada,  showed  that 
with  a  medium  feed  0.74  tons  of  ore  were  ground  per  horsepower, 
while  with  a  heavy  feed  the  same  mill  ground  0.97  tons  per  horse- 
power per  day  to  —  200-mesh.  "^ 

In  a  case  noted  the  cost  of  grinding,  elevating  and  cla.ssifying 
with  a  light  feed  was  $1.88  per  ton  of  initial  sand  fetl.  With  a 
medium  feed  the  cost  was  reduced  to  97  cts.  and  with  a  heavy 
feed,  the  cost  dropped  to  68  cts.  per  ton. 

When  designing  a  fine-grinding  plant  it  is  often  necessary  to 
figure  the  capacity  of  the  classifier  return  feed  which  returns 
the  ()V(Msize  to  be  reground.  This  varies  in  ilifferent  mills  bu^ 
may  l)e  placed  at  from  7.5  to  100  per  cent,  of  the  initial  feed. 
At  the  Tonopah-Belmont  the  initial  feed  is  07.18  tons  while  the 
return  feed  is  G0.20  tons  or  in  the  ratio  of  0.91  to  1. 

R.  T.  Mishler,  assistant  general  manager  of  the  Tigre  Mining 
Co.,  Sennr.i.  Mexico,  made  experiments  on  the  effect  of  varying 
the  amount  of  ore  fed  to  the  tube  mills  at  their  plant  and  being 
of  more  than  passing  interest  tiie  entire  paj)er  is  here  ri^proiluced.' 

'■'I'Ik'  linc-nriiidinn  (Miuipmciit  of  tin-  Lucky  'rin«'r  |)l;mt  ci>n.xist,s  of 
live  .')  I)y  It-ft.  tulx'  mills.  Tlicy  arc  lined  with  iiKinnniicsc-steol  Hners, 
of  II  inodifictl  V.\  Oru  typc!,  which  reduce  the  elTective  (hinen.sioii.s  to  4*-j 
by  Vi^i  ft.  The  feed  ends  of  the  tul)e  mills  are  e(juip|)od  with  spiral 
sjind  feeders,  and  the  dischiirge  end  with  worni-pehble  feeders.  Knch 
mill  is  driven,  thntii^rh  ^carinR,  hy  a  separate  t)()-hp.,  sli|>-rinK  induetitm 
motor.  Ther«^  are  annneter  and  watt-hour  meter  eonneetioius  to  each 
motor,  making  it  jMtssihle  to  a-scertain  the  power  u-'d  ''v  -iny  mill. 
The  s|)oed  of  the  mills  is  eonstnnt  at  27  r.j).m. 

^  Kiiyitniririg  (tint  Mimiig  Jititruol,  Sept.   IJ,   I'.M 4. 
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"Danish  flint  pebbles  of  the  best  grade  are  used,  the  pebble  load 
being  kept  fairly  constant  at  7  tons.  This  is  accomplished  by  regulating 
the  feed  of  pebbles  by  the  readings  of  the  ammeter,  an  amperage  of 
58  being  maintained.  With  a  voltage  of  450,  and  a  power  factor  of  0.75, 
this  indicates  a  horsepower  of  45.5  per  mill. 

"The  tube  mills  receive  from  the  concentrating  plant  and  from  old 
dumps,  an  average  of  150  dry  ton  per  day  of  clean,  coarse  sands.  After 
passing  through  the  tube  mills,  these  sands  are  raised  in  bucket  elevators, 
passed  over  Wilfley  tables,  and  then  distributed  to  four  16-ft.  drag 
classifiers.  The  sand  discharged  from  these  machines  is  returned  to 
the  tube  mills,  and  the  slimed  overflow  is  sent  to  agitation  tanks,  thus 
being  removed  from  the  tube  mill  circuit.  An  average  of  80  per  cent, 
of  the  overflow  passes  a  200-mesh  screen,  the  remaining  15  per  cent, 
being  finer  than  150-mesh. 

"The  experiments  for  determining  the  proper  tonnage  of  feed  to  the 
tube  mills,  were  made  on  single  mills  running  under  actual  working 
conditions.  Special  eiTorts  were  made  to  keep  the  character  and  dilu- 
tion of  feed  constant  throughout  each  series  of  experiments.  Before 
beginning  any  test,  the  mills  were  run  for  90  min.  on  the  same  tonnage 
of  feed  to  be  used  in  the  test.  Sampling  of  feed  and  discharge  was  then 
commenced,  the  sampling  continuing  90  min.  At  the  end  of  this  period 
the  volume  of  feed  was  changed  and  the  mill  again  allowed  to  run  90 


Table  ] 

. — Example 

OF  Calculation  of  \\ 

ORK  Don 

E  BY  Tube 

,  Mills 

Tonnage,  45  Tons  (Dry  Weight)  per  24  Hr. 

Average  size 

of  particle, 

inches 

R  = 

reciprocal  of 
size 

Feed 

l)i_s<l 

largo 

Mesh 

Per  cent, 
of  various 

sizes 

Per  cent., 
R  =  100 
work  units 

Per  cent. 

of  various 

units 

Per  cent., 
R  =  100 
work  units 

+20 

0.05500 

18 

0.8 

0.1 

+40 

0.02450 

41 

3.6 

1.5 

+60 

0.01185 

84 

18.8 

15.8 

0.4 

0.3 

+80 

0.00775 

129 

14.2 

18.3 

2.0 

2.6 

+  100 

0.00615 

163 

15.0 

24.4 

6.0 

9.8 

+  150 

0.00458 

218 

14.8 

32.3 

10.0 

21.8 

+200 

0.00330 

303 

11.2 

24.0 

11.6 

35.1 

-200 

0.00250 

400 

21.6 

86.4 

70.0 

280. 0 

Work  units  per  ton  in  feed 212 .  S 

Work  units  per  ton  in  discharge 349.6 

Diff.  =  work  done  per  ton  of  feed 136  8 

Tons  X  diff.  =  work  done  per  day 6,156.0 

NoTK  — Work  unit  =  work  nMiuircd  to  griiid  a  ton  of  iiifh-sizc  fragments 
of  ore  to  )-2-iii.  size. 
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mill,  before  sampling  was  coiiimcnct'd  on  tin-  following  tost.  Four  times 
during  eaoli  sampling  period  the  feed  was  diverted  into  a  suitable  vessel 
and  the  flow  of  wet  pulp  measured.  Knowing  the  dilution  and  the  spe- 
cific gravity  of  the  pulp,  it  was  then  po.ssible  to  calculate  the  tonnage 
per  hour  of  dr\'  feed.  The  samples  of  feed  and  discharge  were  retained 
for  moisture  and  screen  analysis,  and,  together  with  the  tonnage,  form 
the  basis  for  the  comparison  of  efficiency. 

"Four  series  of  tests  were  run.  Table  II  gives  the  results  from  the 
first  series,  consisting  of  four  tests  made  on  coarse  concentrator  tailing, 
with  no  admixture  of  return  feed.  Table  III  shows  the  results  of  four 
tests  made  on  (lump  sands,  mixed  with  a  small  amount  of  return  feed. 

'I'aIU.I;     II. — KKFErr  OK   \'AKYI.N(i   ToN.NACJK   IN   TlBK    MlI.LS 

I  Coarse  Feed  I 


Test  No 1 

Tons  of  dry  sand  per  day 22 

Moisture,  L  :  S  ratio 1.1 

Per  rent,  on  20-nip.sh 

Per  cent,  on  -lO-nieHh 

Per  cent,  on  (iO-nie.sh 

Per  cent,  on  HO-ine»h 

Per  cent,  on  lOO-niesh 

Per  cent,  on  I.'iO-riK-Mli 

Per  cent,  on  2()()-iin'sli 

Per  cent,  through  2U0-uictth 

Work  unit«  in  feed 11  :< 

W'ork  units  in  dincharge 381 

Diff.   —  work  done  per  ton.    .  208 
Tons  X  diff.  -  work  done  per 

day ."i.SOG 

Power  conMtant  at  47  lip 


47 
0.94 


.1 

70 

0.8«  :1 


4 

So 
0.90  :1 


Feed 

11.2 

28.0 

25.6 

13.4 

6.0 

4.6 

3.6 


Disrh,    Feed 
0.3      21.6 


0.6 
1.4 
0.4 
1.2 
2.4 
2.6 
'•1    ! 


39.6 
23.0 
3.8 
2.4 
2.2 
1.0 
<■•    ( 


307 

28.'i 

l.{.39.'"> 


Disch, 

Feed 

0.2 

18.4 

0.6 

45.2 

0.8 

19.6 

2.2 

5.0 

2.9 

2.8 

5.4 

1.8 

4.9 

12 

St     II 

r.   II 

Diach, 

Feed 

22.4 

0.4 

39  4 

4.0 

20.6 

4   2 

4.2 

5  4 

2.6 

8.4 

1.2 

6.2 

0.8 

71    4 

«    M 

SI 

311 
260 


DiMh, 

0 
5 
0 
6 
9 
4 


s.tt 
3210 
2390 

20.310 


Tables  1  \'  ;iii(|  \'  gi\t'  the  results  oil  tests  run  oil  a  iiiixturo  of 
return  feed  wil  b  a  relatively  small  aiimuiil  of  duiup  sand. 

"In  order  to  reduce  the  screen  analy.s«\s  and  tonnages  to  terms  of 
grinding  work,  a  m<»dification  of  the  method  suggested  by  Algernon 
Del  .Mar'  has  been  employed.  Table  I  furnishes  an  example  of  this 
system.  The  work  units  in  Tabh's  II.  Ill,  IN'  aixl  V  were  all  calculatoti 
in  the  same  manner  as  in  Table  I,  though  the  cidculations  have  Ikmmi 
omitted  on  arcount  of  space;  only  the  linal  results  Iwing  given.  The 
work  units  in  fi'ed  and  discharge  are  obtained  by  multiplying  the  roci|>- 
rocal  of  the  aventge  size  (in  inches)  of  the  sand  grains  corres|>ondiii|{  lo 
each  mesh,  by  the  pro|Mirtion  (not  the  |M'rerntage'l  of  the  sample  rt^nmin- 

*  En{/iuerntig  mul  Mining  Journal,  Di-r    II.  I'.H'J. 
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T.\BLE  III. — Effect  of  Varying  To.v.vagb  in  Tube  Mills 
(Mixed  Coarse  and  Fine  Feed) 


Test  No 

Tons  dry  sands  per  day 

L:S 

Per  cent,  on     20-mesh 

Per  cent,  on    40-mesh 

Per  cent,  en    60-mesh 

Per  cent,  on    80-mesh 

Per  cent,  en  lOO-mesh 

Per  cent,  on  150-mesh 

Per  cent,  on  200-mesh 

Per  cent,  through  200-mesh 

Work  units  in  feed 

Work  units  in  discharge 

Diff.  =  work  done  per  ton 

Tons  X  diff.  =  work  done  per  day 
Power  constant  at  47  hp 


1  2  .{ 

45  103  145 

0.44  :  1         j     0.46  :  1  0  .'7  :  1 


Feed  |  Disch. 
0.8       


3.6 
18.8 
14.2 
15.0 
14.8 
11.2 
21.6 


0.4 

2.0 

6.0 

10.0 

11.6 

70.0 


213 
350 
137 

6,165 


Feed 

Di»L-.,. 

1.0 

8.4 

18.4 

2.2 

13.6 

5.2 

13.8 
14.2 
10.2 


9.8 
13.0 
12.0 


i-.-cii 

1.0 
5.4 
17.4 
18.0 
17.0 
16.0 
10.2 


4.4 
8.2 
12.2 
16.4 
13.0 


20.4       57.8       15.0      45.8 


203 

320 

117 

12,051 


194 

293 

99 

14,355 


T.vBLE  IV. — Effect  of  Varying  Tonnage  in  Tube  Mills 
(Fine  Feed) 


Test  No 

Tons  dry  feed  per  day. 
L:S 


217 

0.49 


3 
570 
0.53  :  1 


Per  cent,  on     20-mesh 0.52^    .... 

Per  cent,  en    .30-mesh 0.08  j   0.08 

Per  cent,  on    40-mesh 4.52      0.44 

Per  cent,  on    GO-mesh 6.48  I   2.96 

Per  cent,  on    SO-mesh 9.44   1    5.41 

Per  cent,  on  120-me8h 27.36    19.20 

Per  cent,  on  150-mesh 30.60    32.96 

Per  cent,  on  200-mesh ,12.44     18.88 

Per  cent,  through  200-me8h 8.56    20.04 


Feed    Disch.     Feed    Disch.     Feed    Disch. 


0.76 

0.42   1 

2.72 

0.28 

1.76 

3.40 

1.04 

3.60 

7.24 

4.64 

10.92 

7.76 

6.68 

13.08 

25.40 

22.60 

29.60 

31.20 

34.28 

24.86 

13.28 

13.92 

9.28 

8.24 

16.56 

6.48 

0.6 
2.5 
10.5 
11.0 
.-^0.5 
25.2 
9.2 
10.2 


Work  units  in  feed 

Work  units  in  discharge 

Diff.  =  work  done  per  ton 

Tons  X  diff.   =  work  done  per  day 
Power  constant  at  45.5  hp 


218 

264 

46 

5.014 


2  If. 

248 

32 

6,<M  I 


I'.t.S 

■J\2 

II 

."JSO 


ing  on  each  mesh.  Tim  sum  of  all  tlicst;  protiufts  i.s  the  work  units 
in  1  ton  of  the  pulp  sampled.  The  difference  between  the  work  units 
in  the  di.scharge  and  tlu;  work  unit.s  in  the  feed  gives  the  work  units 
performed  upon  1  ton  of  tin;  pulp  in  passing  through  the  mill;  while 
this  difference  multiplied  hy  the  tonnage  per  day  gives  the  total  work 
units  performed  by  the  mill  in  1  day.     The  kU  uiti./i-  mT  tlii-^  system  is 
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Table  V. — Effect  of  Varying  Tonxage  in  Ti-be  Mills 
(Fine  Feed) 


Test  No 

Tons  dry  feed  per  day. 
Moisture,  L  :  S  ratio. . . 


1 

07 

0.45  :  1 


80 
0.44  :  1 


3 
239 
0.46  :  1 


4 
693 
0.55  :  1 


Feed 

20-mesli 0.20 

aO-mesh 0 .  76 

40-me3h 1 .  72 

60-mesb 4.40 

SO-mesh 8.56 

Per  cent,  on  1 20-mesl> 25 .  76 

Per  cent,  on  1 50-mrsh 30 .  20 

Per  cent,  on  200-nip.sh 17:90 

Per  cent,  through  200-nicsh .  .  .   10..")() 


Per  cent,  on 
Per  cent,  on 
Per  cent,  on 
Per  cent,  on 
Per  cent,  on 


Dii>oh. 


Feed 
0.32 
0.96 
2.12 
1.10  7.20 
i  2.85  12.46 
14.75  ,28.40 
25.78  27.18 
85.49  12.82 
30.().{      ,s  .VJ 


Diflch. 

Feed 

0.51 

1.08 

0.40 

2.21 

1.80 

6.43 

4.25 

12.78 

Disch.    Feed 
0.99 


19.00 
29.30 
15.10 


30.71 
24.98 
12.02 

S.  Ci.S 


0.40 

1.00 

4.65 

9.05 

27.50 

27.05 

14.35 

If.  on 


I  2.23 
4.52 
111. 48 
12.78 
27.98 
24.92 
9.59 


Diach. 

0.10 
I   1.10 

3.40 
10.80 
12.96 
28.56 
24.68 
10.22 


Work  units  in  feed 

Work  units  in  discharge 

Diff.  =  work  done  per  ton | 

Tons  X  diff.  =  work  done  per 

day 

Power  constant  at  44.8  lip. .  .  . 


234 

293 

59 


210 

214 

194 

281 

241 

205 

05 

27 

11 

0..'i43 


7.623 


that  it  furnislics  a  perfectly  definite  unit  of  grinding  work;  i.e.,  the  work 
required  to  reduce  a  ton  of  inch-sized  fragments  of  ore  to  }^-\n.  size. 
In  Table  I,  the  work  units  per  ton  in  the  feed  are  shown  to  be  212.8. 
This  means  that  in  order  to  reduce  the  feed  to  the  size  shown  by  the 
screen  analysis,  it  has  required  212.8  times  the  amount  of  work  which 
would  be  required  to  reduce  a  ton  of  inch-sized  fragments  of  the  same 
ore  to  ]-i-\n.  size.  This  system  has  the  same  disadvantage  as  all  other 
systems  for  determining  the  amount  of  grinding  work  done  from  screen 
analy.ses;  it  disregards  the  fact  that  dilTerent  .sands  vary  in  hardness,  and 
it  is,  therefore,  accurate  for  comparing  grinding  efficiencies  only  when 
the  material  ground  is  of  the  same  hardness  in  all  ca.ses  compared. 

"That  there  are  proiiounceil  variations  in  the  hardness  of  ."^ands,  even 
in  the  same  plant,  is  shown  by  comparing  Tal)le  II  with  Tables  IV  and 
V.  At  a  given  tonnage  of  feed  to  the  mill,  live  times  a8  much  work  is 
indicated  in  Table  II  as  in  Tables  IV  and  V.  Still  the  horsepower 
recpiirt'd  is  practirally  the  same  in  each  ea.se.  The  explanation  of  this 
apparent  anomaly  is  that  in  the  first  ca.se  the  feed  con.sists  of  compara- 
tively soft  fragments  of  the  original  ore,  while  in  the  last  two  cases  the 
feed  is  composrd  of  the  har«ler  fragment.s  of  the  original  ore  and  of 
particles  from  the  Hint  jwltbles,  which  wt-n*  too  hard  to  be  pulverixo<l 
ill  tli(i  first  passage  through  the  mill. 

"Thf  principal  les.sons,  ho\vev<'r,  to  be  gleaned  fn)n)  the  tables  and 
diagram,  Fig.  17,  are:  first,  that  the  |)ower  consumption  i.-*  independent 
t)f  tlu'  toiuiage  of  sands  fed  t(»  the  mills;  and  second,  that  the  proportion 
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of  pulverized  sands  in  the  discharge  is  highest  for  lower  tonnages,  and 
decreases  as  the  tonnage  is  increased.  At  low  tonnages  (20  tons  per 
day),  coarse  sands  are  slimed  in  a  single  passage  through  the  mill — the 
discharge  containing  more  than  90  per  cent,  minus  200-mesh  product. 
On  the  other  hand,  when  tonnages  in  excess  of  200  tons  per  day  are  fed 
to  the  mill,  the  discharge  is  only  slightly  finer  than  the  feed.  The  third 
point  is  that  when  we  consider  tonnage,  multiplying  the  tons  passed 
through  the  mill  by  the  grinding  work  done  per  ton,  we  see  that  without 
a  single  exception  the  total  grinding  work,  or  'efficiency,'  increases  as 
the  tonnage  of  feed  is  increased. 

"A  large  feed  has  the  same  advantage  over  a  small  feed  that  a  short 
tube  mill  has  over  a  long  one;  i.e.,  the  pulp  pas.ses  oftener  through  the 
classifiers,  the  pulverized  sands  being  promptly  removed  from  the 
circuit,  and  the  work  of  the  tube  mill  being  expended  more  upon  grind- 
ing coarse  sands  than  upon  grinding  sands  already  sufficiently  fine. 


200  400  600 

Tons  (Dry  Weight)  of  Feed,  per  Tube  Mill,  per  21  On 

Fig.   17. — Relation  of  tube  mill  feed  to  efficiency. 

"Extremely  large  tonnages,  however,  have  two  important  draw- 
backs: first,  the  gain  in  efficiency  is  small;  second,  the  proportion  (»f 
coarse  sands  in  the  discharge  is  greatly  increa.sed.  The  small  gain  in 
efficiency  for  large  tonnages  is  best  shown  by  reference  to  the  diagram: 
above  a  feed  of  200  tons  of  dry  sands  per  day,  the  curves  flatten,  in- 
dicating practically  no  gain  in  efficiency.  The  increase  of  coarse  sands 
in  the  discharge  is  shown  in  Tables  II,  III,  IV  and  V,  and  is  also  in- 
dicated in  Table  VI.  This  last  table  shows  the  increa.se  of  return  feed 
when  the  number  of  tube  mills  in  oi>eration  is  reduced.  As  the  tonnage 
is  crowded  into  fewer  mills,  the  amount  of  return  feed  increases  out  of 
all  proportion  to  the  tonnage  fed  to  each  mill.  This  excess  of  return 
feed  must  be  elevated,  concentrated,  cla.ssified  and  returned  to  the  tul)C 
mills.  The  extra  cost  of  performing  this  work,  when  the  tonnage  of  feed 
per  mill  exceeds  200  tons  per  day,  is  easily  in  excess  of  the  shght  reduc- 
tion in  cost  due  to  increa.<ed  grinding  efficiency.  Hence,  an  average 
daily  feed  of  200  tons  of  dry  sands  per  mill  has  been  selected  as  the  ton- 
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nage  giving  l)o.st  results.  Tliis  2()0-t()n  feed  includes  50  tons  per  day 
of  concentrator  tailings  ('initial  feed')  and  loO  t(jns  of  sands  returned 
from  the  classifiers  after  having  passed  one  or  more  times  through  the 
tube  mills. 

"When  operations  were  started  at  the  Lucky  Tiger  plant,  all  five  mills 

T.uji.K  VI. — Hklation  of  Feed  per  Mim.  to  Tonnage  of  Retcrn  Feed 


Tube  mills 
operating 


Tons  dry  sands  per  day 
Feed  per  mill  I  Total  feed  to  all  mills  I      Total  return  feed 


•')  40  200  .')0 

4  80  320  170 

3  200  «)(«)  450 

2  600  1,2(M)  1,050 


Note. — In  carh  cast'  (lie  total  initial  feed  of  concentrator  tailings,  pa.ssing 
to  the  tube  mills,  was  150  dry  tons  per  24  hr. 

were  run  as  much  of  the  time  as  pfjssible.  It  was  soon  noticed,  however, 
that  the  mills  grinding  the  return  sands  were  receiving  very  little  feed 
and  one  of  these  mills  was  stopped.  Later,  three  mills  were  forced  to 
do  all  the  grinding  when  the  feed  was  light,  and  a  fourth  mill  run  during 
heavy  feeds.  Recently  (after  completing  the  above  tests),  a  greatly 
increased  initial  feed  was  crowded  into  three  mills,  the  fourth  mill  Inking 
run  only  during  exceptionally  heavy  feeds.  By  this  means  the  total 
daily  feed  (initial  and  return  fe<'d)  has  been  increa.sed  to  2(M)  tons  i)or 

Tahi.e  \'II.      Kkke<t  riMj.N  Peuhle  C'onsimi'Tio.n'  and  ('i»t  ivn  'Vi>\    ok 

Increasing  F'eed  to  Ttbe  Milus 

(From  Records  at  Lucky  Tiger  Mill) 


First   3    month*   of   operation 

(data  not  romplrtr)  . 
Ni>it     <)  nionllm  ii(  o(>«Tnlii'n  20    1 

Nett     1*  niontlm  of  o|x-"><>""  4>>    i 

.N>it  \'i  month*  of  oi"  i 

I.aat  3  month*  of  o|mt  ■'  > 


.l.'l 

10  0 

17  9 

II  M 

HO 

none 

I&  H 

1  01 

^.•. 

none 

IS  3 

0  M 

.H) 

none 

8  J 

0  «8 

mill,  which  is  the  tonnage  ^hown  by  the  test.s  to  give  maximum  efficiency. 
This  crowding  of  the  feed  through  the  tulx'  mills  ha.««  resulte*!  in  prnc- 
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tically  doubling  the  capacity  per  mill.  When  five  mills  were  being  run, 
the  average  daily  tonnage  of  initial  sand  from  the  concentrating  plant 
was  barely  26  tons  per  tube  mill.  Now,  with  three  mills  in  operation, 
the  average  tonnage  of  initial  sands  per  mill  is  50  tons  per  day.  This 
increase  in  capacit)-  has  occasioned  no  decrease  in  the  grinding  work 
done,  the  screen  analj'ses  of  the  final  overflow  from  the  classifiers  still 
averaging  80  per  cent,  through  200-mesh,  as  it  did  during  the  time  five 
mills  were  used. 

"The  power  required  to  grind  a  ton  of  sands  has  decreased  in  inverse 
ratio  as  the  capacity  of  the  mills  has  increased.  It  now  requires  22  hp.- 
hr.  to  grind  a  ton  of  concentrator  tailings  to  such  a  fineness  that  80  per 
cent,  passes  a  200-mesh  screen.  This  is  half  what  was  required  when  the 
mills  were  run  on  a  light  feed. 

"The  decrease  in  pebble  consumption  has  been  even  more  noticeable. 
With  a  feed  of  26  tons  of  initial  sands  per  day,  it  was  necessarj-  to 
charge  2,860  lb.  of  quarry  rock  and  467  lb.  of  imported  pebbles  per  day 
into  each  mill.  This  is  at  the  rate  of  110  lb.  of  quarry  rock  and  17.9 
lb.  of  imported  pebbles  per  ton  of  sands  ground.  When  the  feed  per 
mill  was  increased  to  41  tons  of  initial  sands  per  day  (80  tons  per  day 
of  combined  initial  and  return  feed),  the  imported  pebbles  charged  to 
each  mill  amounted  to  640  lb.  per  day,  or  15.5  lb.  per  ton  of  initial  coarse 
sands.  Xo  quarry  rock  was  u.sed.  When  the  tonnage  was  further 
increased  to  50  tons  of  initial  sands,  or  200  tons  of  combined  initial  and 
return  sands  per  day,  the  daily  consumption  of  imported  pebbles 
dropped  to  410  lb.  for  each  mill,  or  8.2  lb.  per  ton  of  initial  sands  fed." 

V.  The  Amount  of  Moisture  i.v  Pulp 

The  amount  of  water  in  the  pulp  going  to  a  tube  mill  depends 
upon  the  object  of  grinding.  If  we  want  a  granular  product  for 
concentrating,  more  moisture  is  required  than  for  the  production 
of  a  slime. 

While  38.5  to  40  per  cent,  of  moisture  has  been  consitlered  cor- 
rect for  regrinding  gold  and  silver  ores  treated  by  the  cyanide 
process,  we  find  in  other  cases  the  percentage  of  water  to  be  as 
high  as  300  per  cent.  But  for  the  fact  that  the  regrinding  of  the 
steam  stamp  product  for  copper  concentration  in  the  Lake  Supe- 
rior region  (1914)  by  Hardinge  mills  required  as  high  as  3  of  water 
to  1  of  ore,  the  limit  of  300  per  cent,  would  appear  facetious,  as 
the  extreme  percentage  for  sliming  gold  ores  may  i)e  placed  at  50 
per  cent.  Walter  Neal,  using  a  5-ft.  by  24-ft.  tube  mill,  found 
that  39  per  cent,  of  water  gave  the  best  results  for  the  ore  he  was 
treating,  any  variation  from  this  percentage  causing  a  falling  ofT 
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in  the  capacity  of  the  mill.  The  Noal  curve,  Fig.  18,  is  here  repro- 
duced and  shows  very  clearlj-  the  effect  of  increasing  or  decreasing 
the  amount  of  moisture  in  the  pulp  from  that  which  gives  the  best 
result. 

"It  is  surprising  to  note  what  a  marked  (lifTcrenco  in  Rriiuliiig,  a 
comparatively  small  difference  in  dilution  makes,  and  it  immediately 
suggests  that  not  enough  attention  has  been  paid  to  this  point  in  the 
past.     To  bring  the  matter  liome  in  ;uiother  way  it  may  be  stated  that 


25 


30 


36         38.8     40 
Pcrcrntajto  of  Water 
Vm.   IS. ^Test  on  best  dilution  of  tube  mill  feed. 


(Xeal.) 


ai)pri)\imat<'ly  three  luhc  mills  working  on  30  |H>r  cent,  pulp  will  do 
the  work  of  four  mills  working  on  'M\  or  -IS  jmt  cent.  pulp. 

"It  is  probaldr  that  the  'critical  dilution'  would  vary  at  tlifTerenl 
plants  on  account  of  (lifTerent  <»ros  aixl  various  niakcs  of  tul>o  mills, 
but  certainly  the  nuitter  is  worth  invcstigjiting.  riuhuibtodly  it  i« 
more  than  a  coincidem-e  that  \.  H.  Sherro«l,  o\|H'riinenting  with  tube 
mills  at  th(>  Cucrrero  mill,  Heal  del  Monte,  fin*ls  that  the  griiulini;  effi- 
ciency increa.scH  wifli  the  perccnt;igc  of  solids  in  the  fttnl  up  to  nUtut 
.').')  or  00  |M'r  cent 

*.\f\ning  and  SruniiUi   /'ff.i,i,  .\pril  J,   l**lt>. 
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Operators  should  not  be  lead  into  the  behef  that  because  Neal 
found  39  per  cent,  moisture  to  be  the  l)est  diUition  for  the  ore  he 
has  under  treatment  or  Sherrod  found  40  to  45  per  cent,  to  be 
the  best  in  his  case,  that  this  is  the  correct  amount  for  any  ore. 
The  following  table  will  give  an  idea  of  the  amount  of  moisture 
contained  in  the  pulp  at  various  mills  where  a  tube  mill  is  used  for 
sliming  gold  ores.  It  may  be  that  those  mills  showing  a  relatively 
high  degree  of  dilution  are  unable  by  reason  of  mechanical  defects 
in  the  mill  to  obtain  a  thicker  pulp.  Some  ores  when  ground  to 
—  200-mesh  appear  thick  with  40  per  cent,  moisture  while  others 
containing  32  per  cent,  moisture  are  more  fluid,  so  that  as  the 
pulp  must  be  thick  enough  for  the  particles  of  ore  to  chng  to  the 
pebbles  the  per  cent,  of  moisture  necessary  in  the  ore  is  a  variable 
quantity  according  to  the  physical  characteristics  of  the  ore. 

MiH  Per  cent,  of  moisture 


Techatticup,  Nevada I  31 

Rochester,  Nevada 33 

HoUinger,  Canada 33 

West  End  Con.,  Nevada 35 

Brakpan,  S.  Africa 35 

Porcupine  Crown 35 

El  Oro,  Mexico 38-39 

Motherlode,  British  Columbia 38-40 

Nipissing  Low-grade,  Canada 40 

Rainbow,  Oregon 40 

Liberty  Bell,  Colorado 40 

Goldfield  Con.,  Nevada 40 

Nevada  Hills j  40 

Corinthian  North,  W.  A '  45 

Waihi,  New  Zealand 50 

Nipissing  High-grade,  Canada 
Nevada-Colorado,  Nevada 


55 
55 

San  Bafael,  Mexico <)0 

The  amount  of  ore  fed  to  the  mill  influences  to  a  certain  extent 
the  best  moisture  content,  it  being  necctssary  to  retain  inure  mois- 
ture in  an  overfed  mill  than  one  that  is  underfed  because  in  a 
mill  taking  a  heavy  feed  the  discharge  is  not  so  free,  causing  the 
mill  to  be  overcrowded  with  a  tendency  for  masses  of  pulp  to  be 
thrown  over  the  center  with  the  pei)l)les  unless  the  i)ulp  is  tiiin 
enough  to  overcome  this  tendency.  (J.  O.  Smart  experinjenting 
with  a  53^  by  22-ft.  tube  mill  on  the  Rand  found  that  400  tons 
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of  sand  coiitaininii;  'M)  per  cciit.  moist uie  l)y  wcinlit  should  be  fed 
per  24  hr.  With  a  small  feed,  200  tons  of  santl  per  day,  27  per 
cent,  moisture  in  the  pulp  was  found  to  give  the  best  grinding. 

The  most  frequent  cause  of  inefficient  operation  of  a  tube 
mill  due  to  an  excess  of  moisture  is  that  the  launder  from  the 
head  of  the  classifier  to  the  tube  mill  fee<l  scoop  is  at  such  a  low 
angle  of  inclination  that  a  pulp  of  sufficient  thickness  cannot 
be  maintained;  the  consequence  is  that  the  oversize  from  the 
classifier  increases,  requiring  more  water  to  wash  it  down  the 
incline,  increasing  the  trouble  by  the  return  of  more  and  more 
oversize  until  a  point  is  reached  wiien  the  ore  feed  must  be  turned 
off  until  this  excess  of  oversize  is  ground  sufficiently  fine  to  escape 
from  the  discharge  end  of  the  classifier.  With  a  given  inclination 
the  launder  will  carry  a  pulp  of  a  certain  consistency  and  to  tend 
to  thicken  it  will  result  as  outlined  above.  It  is  important, 
when  designing  a  mill,  that  this  particular  should  be  given  due 
consideration. 

Wc  may  (Mtlu-r  have  the  oversize  from  a  classifier  feed  the 
tube  mill  at  the  right  consistency  as  when  a  wet-crushing  machine 
precedes  the  classifier,  or  the  oversize  from  the  classifier  mixed 
with  dry  ore.  as  for  example  when  the  tube  mill  is  fed  with  the 
product  of  dry-crushing  rolls.  It  is  evident  that  in  the  first 
instance  the  pulp  must  be  fed  at  the  right  consistency  while  in 
the  second  case  the  oversize  may  contain  an  excess  of  moisture 
which  is  brought  to  the  right  consistency  by  the  addition  of  dry- 
ore.  The  oversize  from  a  Dorr  classifier  will  contain  from  28  to 
."^O  per  cent,  moisture  and  tiiis  coarse  material  increased  to  36 
per  rent,  moisture  will  not  How  unless  the  launder  is  at  an  inclina- 
tion of  at  least  (i  in.  to  I  f t .  It  is  oi)vious.  then,  that  the  (•la.'isifier 
must  b««  placed  as  close  to  the  tube  mill  as  possil)le  and  the  feed 
scooj)  of  the  iul>e  mill  made  of  such  radius  that  a  launder  at  this 
inclination  can  be  installed.  If  ih'sired  the  classifier  may  be  in  any 
position  near  the  tube  mill  and  a  spiral  .scre'W  feeder  u.sed  to 
conv«'y  the  sand  to  the  fe«'<l  scoop  of  tlie  tube  mill.  If,  a.s  in  the 
second  instance,  the  oversize  is  fed  with  thy  on',  the  inclination 
of  the  launder  slM)uld  lu' at  least  4  in.  to  1  ft. 

W«'  nniy  illustnite  this  falling  off  in  capacity  of  a  tube  mill  due 
to  a  dilute  pulp  by  approximate  figiu'es.  If  we  suppose  a  mill 
is  grinding  I  t<»n  of  ore  |>er  hour  to  -  2(H)-mesh  with  (>.'>  jxt  cent. 
moisture,  it  may  be  |Mi.«*sible  to  incrcMise  this  capacity  '>()  |H»r  cent. 
by  adding  to  this  fe<<l  enough  dry  ore  to  bring  the  jHTcentage  of 
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moisture  to  40  per  cent,  or  under.  If  a  granular  product  is 
desired,  however,  we  must  use  a  greater  amount  of  moisture  as 
this  does  not  promote  shming,  the  pulp  being  too  dilute  to  hold 
the  finer  particles  of  ore  on  the  pebbles,  so  that  only  the  coarser 
particles  are  ground. 

If,  when  grinding  to  a  slime,  the  pulp  becomes  too  dilute  and 
the  feed  launder  is  of  insufficient  inclination  to  carry  the  right 
consistency  of  pulp,  the  ore  feed  should  be  shut  off  until  the 
quantity  of  oversize  has  been  reduced  to  the  point  where  it  will 
flow  to  the  feed  scoop  at  the  right  consistencj'.  As  a  last  resort 
the  mill  may  be  stopped,  the  excess  moisture  allowed  to  run  out 
and  the  mill  started  again  with  the  pulp  at  the  right  degree  of 
dilution.  During  the  time  the  source  of  ore  supply  is  cut  out  the 
tube  mill  is  not  doing  its  full  share  of  work  for  there  will  be  no 
coarse  pieces  to  be  ground  with  the  medium-grade  oversize,  so 
that  it  is  important  at  all  times  to  maintain  the  right  moisture 
content.  Constructing  engineers  often  overlook  the  necessity 
of  placing  this  feed  launder  at  the  best  inclination;  in  fact  a  great 
percentage  of  mills  erected  have  this  defect. 

If  we  stand  at  the  discharge  end  of  a  tube  mill  when  it  is  doing 
effective  work,  we  observe  first  that  the  pulj)  is  at  a  higher  tem- 
perature than  the  atmosphere,  that  the  issuing  pulp  contains  but 
little  oversize  and  no  particles  have  gone  through  the  mill  with- 
out some  reduction  and  if  we  stick  our  fingers  in  the  pulp  it  will 
form  a  smooth  coating  and  will  be  of  such  consistency  that  a  drop 
will  hang  at  the  end  of  the  finger  but  will  not  be  liquid  enough  to 
fall  off.  With  a  little  practice  dipping  the  finger  in  the  pulp  the 
right  consistenc}'  can  be  maintained  without  the  necessity  of 
taking  the  specific  gravity. 

The  right  amount  of  moisture  is  not  the  least  amount  that  can 
be  used  in  the  mill  but  the  amount  that  is  founil  by  careful  testing 
to  be  right,  but  practically  it  comes  very  close  to  being  the  least 
amount  of  moisture  that  will  form  a  flowing  pulp. 

W.  J.  Pentland  says  in  respect  to  the  anmuiit  rtf  nMiI-f me  in 
tube  mill  grinding: 

"We  think  tliat  tlic  pulj)  should  Ix'  tliick  cikiukIi  to  jM'rmit  the  saiul 
particles  to  diiin  to  the  pchhles  as  they  arise  witii  the  iiiill.  When  the 
pulp  is  so  thill  that  no  particles  diiij?  to  the  pebbles,  poor  work  is  l»«'itiK 
done,  and  only  the  course  sand  is  being  satisfactorily  ground.  " 

It  would  appear,  tlicii,  that  we  must  |)i(ti)orti(»n  (he  amount  of 
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moisture  so  that  the  greatest  number  of  particles  of  a  size  larger 
than  that  desired  in  the  final  product,  will  cling  to  the  pebbles 
the  pulp  occupying;  the  voids  in  the  pebbles  being  composed  of 
those  particles  already  ground  sufficiently  to  be  discharged. 

To  compare  the  tonnages  at  different  degrees  of  dilution  we 
may  vary  the  amount  of  solution  added  to  the  tube  mill  and  take 
the  time  required  to  fill  a  tub  of  known  capacity.  Knowing  the 
specific  gravity  of  the  dry  i)ulp,  the  amount  of  (lr\-  jMilp  in  the 
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discharge  may  be  calculuted  with  (he  help  of  a  curve  such  jis  is 
shown  in  I'ig.  I'.>.  To  b»«  accurate  a  sizing  test  of  the  dry  pulp 
must  be  made.  f(»r  the  object  is  to  c()m|)are  the  amount  of  —200 
product  with  each  variation  of  moisture.  .\n  example  will 
sullice  to  show  the  melJKMl  of  calculating  tonnag»\s  with  the  u.^c 
of  the  spei'ific-gravit)'  curve.  The  spe«'ific  gravity  of  tlie  ore  is 
2.().  ('om|)are  the  tonnages  of  -  2(M)-mesh  product  from  a  mill 
wh(!re  it  takes  7')  sec.  to  (ill  a  20-gal.  tub  with  pulp  of  1.445 
spe<'ific  gravity  and  wIkmi'  it  takj's  KM)  sec.  to  (ill  thn  same  tub 
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with  pulp  of  1.585  specific  gravity.  The  sizing  tests  on  the  two 
samples  showed  75  per  cent.  —  200-niesh  for  the  first  and  84 
per  cent.  —  200-mesh  for  the  second. 

A  20-gal.  tub  will  hold  166  lb.  water.  If  the  pulp  is  1.445 
specific  gravity  the  tub  will  hold  166  X  1.445  or  240  lb.  pulp. 
Referring  to  the  curve,  we  find  that  pulp  of  1.445  specific  gravity 
contains  50  per  cent,  dry  pulp,  so  that  in  the  tub  there  is  120  lb. 
dry  pulp;  120  lb.  in  75  sec.  is  69  tons  a  day  and  of  this  75  per 
cent,  is  —200  mesh,  or  51  tons.  Computing  the  second  filling 
of  the  tub  in  the  same  way,  we  find  it  to  be  56  tons  a  day,  so  that 
by  decreasing  the  moisture  from  50  to  40  per  cent,  with  the  same 
amount  of  dry  pulp  we  gain  5  tons  —  200-niesh  material  per  day. 

Specific- GRAVITY  Formulas^ 

Let 

a  =  specific  gravity  of  wet  pulp. 

S  =  specific  gravity  of  dry  slime. 

V  =  total  volume  of  wet  pulp. 

7n  =  total  weight  of  dry  slime  in  wet  pulp. 

c  =  volume  of  solution  in  wet  pulp. 

d  =  specific  gravit}'  of  solution. 

P  =  percentage  of  dry  slime  in  wet  pulp. 


m  = 


SV{a  -  d) 
(s-d) 


_  \OOS{a  -  d) 

^    -     a{S  -d)    ' 

An  approximate  value  for  P  where  the  specific  gravity  i»f  the 

solution  is  taken  as  1  is: 

_  100N(a  -  1) 

^    ~     fl,(.S  -  1) 

in  II  c 

From   tlic   formula  .S  =  /.> v  we  nmy  obtani   the  specific 

{V  -  c) 

gravity  of  the  dry  pulp.     Take  a  beaker  and  balance  it,  then  add 
'"Pulp  Coii.stants,"  KnyinirriiKj  tntil  Miuifuj  Journal,   Dec.   1«>,   I'M  1 
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a  known  weight  of  dry  pulp  to  which  add  a  known  weight  of  water 
and  weigh  the  wet  pulp  and  note  the  resultant  volume  of  wet 
pulp;  then  by  this  formula  the  specific  gravity  is  found.  This  is  a 
good  method  of  cliccking  results  found  in  the  usual  way. 

\  I.  'i"ni-:  Load  of  1'khhlks 

The  weight  of  pebhles  in  a  tube  mill  affects  capacity  i)y  provid- 
ing surfaces  of  contact  on  which  tiie  ore  is  ground.     We  must 
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not  «iiil\'  provide  grinding  surfaces  hut  wc  must  proviile  the 
right  amount  to  nhtain  tlic  maximum  griiitling  rfftH't  with  the 
minimum  power.  It  takes  the  least  amtMint  tif  powtT  ft)  rrvoive 
an  empty  mill  where  tliere  is  no  grinding;  as  th»»  mill  is  filled  with 
pchhles  the  c«>nsum|)t ion  of  power  iiicrea.ses  until  the  mill  is  half 
full;  when  the  pehhie  load  is  earrietl  «)v«»r  the  renter,  the  |M)wer 
re<|uired  to  revolve  the  mill  increases  hut  slightly  until  tho  iiiill  is 
completely  full  when  thert^  is  iu»  grinding  action.  At  some  iK)int 
between  the  center  and  full  load  tliere  is  the  greatest  nmoiint  of 
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grinding  for  the  amount  of  energj^  put  into  the  mill.  This  point 
in  the  C3'Iin(liical  tube  is  usually  from  2  to  3  in.  above  the  center 
although  there  are  cases  where  the  load  has  at  times  l^een  kept 
6  in.  above  the  center. 

H.  H.  Seeber  shows,  Fig.  20,  that  the  power  required  to  revolve 
a  Hardinge  conical  mill  increased  with  the  amount  of  pei)bles 
until  the  mill  was  half  full  with  9,950  lb.  of  pebbles  and  from  this 
load  up  to  13,000  lb.  the  power  required  to  revolve  the  mill  fell  off 
slightly. 

H.  A.  Megraw^  states  that  at  the  West  End  Con.  mill,  Tonopah, 
charging  the  mill  6  in.  above  the  center,  while  the  power  required 
increased  slightly,  the  tonnage  increased  from  100  to  150  tons  a 
day,  thereby  allowing  a  coarser  screen  on  the  stamp  l)atteries. 

The  following  table  will  be  of  use  for  determining  the  weight  of 
pebbles  in  a  cylindrical  mill.  Divide  the  figure  under  the  internal 
diameter  of  the  mill  by  22  and  multiply  by  the  length  of  the  par- 
ticular mill,  in  feet,  to  obtain  the  weight  of  pebbles  in  tons. 

Weight  of  Tubk  Mill  Pkbble  Load.s^ 
Weight  of  Load  in  Tons  of  Pebbles  (at  105  Lb.  per  Cubic  Foot) 


' 

Internal  diameter  of  tube  mill  lining 

Pebble  load  in  22-ft.  tube 

i 

mill 

54  in. 

55  in.   56  in.  57  in. 

i 

58  in.  Sgin.jeOin. 

1 

61in.  62in.  63in. 

fi  in.  above  axis  of  mill 

11.76  12. 15'l2. 55  12.95 

13.36  13.78  14.20  14. 63i  15. 07  15.51 

5  in.  above  axis  of  mill 

11.33  11.72  12.11  12.50 

12.90  13.31  13. 7.S  14.15  14.58  15.01 

4  in.  above  axis  of  mill...  . 

10.90  11.28  11.66  12.05 

12.44  12.84  13.2.-)  13.fi()  14  08  14.51 

3  in.  above  axi.s  of  mill...  . 

10.47  10.79  11.21  11.59 

11.98  12.37  12.77  13.17  13.59  14.00 

2  in.  above  axis  of  mill...  . 

10.04 

10.40  10.76  11.14 

11.51  11.90  12.29  12.68  13.09  13  50 

1  in.  above  axis  of  mill 

9.60 

9.96  10.31  10.68 

11.05  11.42  11.80  12.19  12.59  12.99 

Level  with  axis  of  mill  (i.e., 

1 

half  full) 

9.18 
8.77 

9.53    9.88 
9.10    9.45 

10.23 
9.79 

10.60  10.9611.34  11.72'l2.11  12.50 

1  in.  below  axis  of  mill 

10.14  10.51  10.88  11.25  11.03  12  01 

2  in.  below  axis  of  mill 

8.33 

8.66    9.00 

9.33 

9.69  10.03  10.39  10.76  11.13  11.50 

'.i  in,  b»:low  axi.s  of  mill 

7.110 

8  27    8.55 

8.88 

9.22    9.56    9.91  10  27  10.63  11.00 

1                        1            ' 

VII.  Size  .\ni)  ('ii.\u.\ctkr  of  tiik  Pkhhlks 


The  size  of  tiie  pebj)les  for  u,s('  in  a  tube  mill  should  bear  some 
relation  to  the  diameter  of  the  mill,  for  presumaitiy  a  mill  of 
large  (Jiamcter  will  be  used  for  giiiuliiig  laige  pieces  of  ore,  and 

'"Details  of  (A-anidc  Practit-e,"  H.  A.  .MKdii.wv,  l«»14. 
^W.  A.   Caldkcott,    Journal   of  the  Chemical  and  Mttalluiyual  Mining 
Society  of  Smitfi  Africa. 
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would  then  require  large  pebbles,  the  limit  of  size  being  a  7-in. 
pebble,  while  pulp  coining  from  the  average  stamp  mill  with  a 
10-  or  20-mesh  screen  would  require  a  tube  mill  of  medium  diame- 
ter with  3  to  4-in.  pebbles.  W'liile  the  maximum  grinding  effect 
is  no  doubt  secured  by  small  pebbles  which  give  the  most  grinding 
surface  per  ton  of  pebbles,  we  must  adapt  the  size  to  the  character 
of  the  work.  A  soft  ore  or  one  easily  reduced  in  its  smaller  sizes 
should  be  ground  with  pebbles  2^2  to  3}  2  i»-  ^^  diameter,  while 
an  ore  that  offers  more  resistance  to  being  ])r()k('n  will  take  larger 
peb])les. 

In  the  order  of  their  efficiency  as  grinders  in  tube  mills  we  have 
Danish,  French  and  Newfoundland  flint  pebbles.  In  a  class  by 
themselves  we  have  flints  from  Texas,  pebbles  from  Manhattan. 
Nev.,  pebbles  from  the  Pacific  Coast  beaches,  quartz  pebbles  from 
mountain  streams,  rhyolite  and  basaltic  lava  blocks  ancl  mine 
rock. 

The  Danish  pebble  is  dark  gray  in  color,  hard  and  free  from 
fracture  planes  which  makes  it  an  ideal  grinder;  the  French  pebble 
is  of  lighter  color  and  wears  faster,  while  the  Newfoundland  jiel)- 
ble  is  more  liable  to  break  than  either  of  the  two  mentioned  due 
to  minute  cracks  or  jilanes  of  fracture.  The  dark  gray  peV)bles 
appear  to  wear  better  than  those  of  lighter  hue,  whether  they  be 
Danish  or  French. 

Pel)l)les,  to  give  the  nnixinunn  efficiency,  should  be  round,  and 
where  irregular  pieces  of  local  (piartz  or  other  rock  is  used  in  lieu 
of  flint  pebbles  considerable  work  nuist  be  done  on  tluMu  in  the 
mill  ix'fon^  they  become  gooil  grinders.  The  small  pieces 
broken  off  in  this  process  are  too  small  for  grinders  and  too 
large  for  hiing  groinid  effectively,  causing  increased  wear  on  the 
liners  and  increased  power  consumption.  W'iien  local  quartz 
is  used,  the  sharp  edges  .should  l)e  l)roken  off  or  tiie  (juartz  shouKI 
be  revolved  in  a  rougiiing  machine  wliich  then  leavt^s  the  rm'k  in 
better  condition  for  grinding.  While  flint  pebbles  are  used  in 
most  mills  for  the  reasons  stated,  in  otlier  mills  the  use  of  nune 
rock  has  been  found  economical.  It  is  more  a  question  of  freight 
rates  than  grinding  efficiency.  .\t  the  Kl  Tigre  mill,  Mexico, 
till"  (•onsum|)tion  of  Danish  pebbles  was  al»out  one-tenth  t>f  the 
amount  of  mine  rock,  while  tlie  wear  on  tlie  liners  wfti»  loss  i\\u\  a 
better  product  was  obtained  by  the  u.se  of  the  fornier.  At  the 
I'urisima  (irande  mill,  Mexico,  hard  pieces  from  the  mine  about 
I  in.  in  diameter  were  u>ed  consuming  al>out  \^  >  tons  n  day. 
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At  the  Santa  Gertrudis  "flint  pebbles  were  used  for  a  consid- 
erable time,  but  their  increasing  cost  led  to  the  adoption  of  mine 
rock  entirely  to  replace  the  pebbles.  The  mine-rock  supply  is 
obtained  mechanically  in  the  crushing  plant  and  is  sent  separately 
over  the  regular  conveyors  to  a  compartment  in  the  battery  bin, 
from  which  it  is  transferred  by  chute  to  the  primary  tube  mill 
floor,  where  it  is  distributed  by  car.  Part  of  the  rock  is  intro- 
duced into  the  tube  mill  through  the  feeder.  As  the  trunnion 
opening  of  the  mills  is  not  as  large  as  it  should  be,  rocks  over 
5  in.  size  as  well  as  occasionally  large  boulders,  12  to  15  in.,  re- 
quired in  the  primary  mills  for  efficient  grinding,  are  loaded  into 
the  mills  through  the  manholes  once  a  day;  130  lb.  of  mine  rock 
is  required  for  each  ton  of  ore  milled  and  is  credited  to  the  total 
tonnage  treated."^ 

The  economical  grinding  point  is  taken  at  75  per  cent,  through 
200-mesh.  The  following  table  is  interesting  as  the  grinding  is 
done  with  mine  rock  and  at  a  plant  with  a  capacity  of  1000  tons 
daily. 

Feed  and  Discharge  of  Primary  and  Secoxdary  Tube  Mills 


Mesh 

Primary 

feed 

% 

Tube  mill 
discbarge 

% 

Secondary 

feed 

% 

Tube  mill 

discharge 

% 

On                4 

13.9 

0.2 

0.8 

1.'6 

8 

22.8 

4.5 

0.5 

0.1 

10 

8.6 

2.2 

0.4 

0.2 

20 

20  0 

S .  5 

1.6 

0.2 

30 

H.S 

10.9 

3.4 

0.7 

40 

4.7 

4.H 

3.3 

1.0 

60 

8.0 

12.1 

17.5 

10.  S 

80 

1.9 

10.2 

9.6 

5.0 

100 

1.6 

5.2 

11.4 

10.3 

120 

1.5 

0.5 

17.6 

15.5 

150 

0.7 

4.0 

9.5 

11.8 

200 

0.8 

.5.7 

S.4 

11.2 

Through  200 

2.5 

25.0 

'.t'.t  .s 

15.6 

30.7 

'.t'.t.  t 

99 . 6 

'.t9  7 

Moisture  35  to  40  per  cent.  Operating  without  return,  175 
tons  of  ore  pass  through  tube  mill  per  24  hr.  Operating  with 
return,  in  closed  circuit,  200  tons  of  ore  per  24  hr. 

^  Engineering  nnd  Mining  Jnurunl,  .Vuk-  5,  191(i. 
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At  tlic  Santa  Oeitiudis  mill,  Mexico,  tests  were  recently  made 
comparing  the  use  of  cast-iron  balls  in  the  tul)e  mills  with  the 
mine  rock  generally  used.  "Results  thus  far  obtained  indicate 
a  capacity  increase  of  33  per  cent,  with  finer  grinding.  Power 
load  shows  an  increase  of  33  per  cent.,  from  05  to  90  hp.  per  mill. 
Forged  steel  balls  ortlinarily  used  for  such  grinding  were  not  ob- 
taiiuible,  but  it  is  probable  that  chilleil  cast-iron  or  .semi-steel 
l)alls  and  liners  will  prove  more  economical  taking  into  account 
the  low  cost  of  locally  made  castings  (2.5  cents  per  lb.)  as  against 
high  first  cost  plus  iinpoifation  expense  of  steel  balls,  liall  wear 
is  1.7  lb.  per  ton  milled.' 

H.  E.  West,  in  the  Mininy  Joanuil,  July  31,  l'.>09,  gives  a 
series  of  figures  showing  the  economy  of  using  mine  rock  instead 
of  imported  pebbles  in  the  tube  mills  at  El  Oro,  Mexico.  Using 
flint  pebbles,  the  consumption  was  about  8  tons  per  month  for 
Krupp  No.  3,  14  tons  for  Xo.  4,  and  20  tons  for  No.  5.  With 
the  nine  mills  in  operation  this  is  equivalent  to  90  tons  per  month. 
At  present,  with  mine  rock  40  tons  per  day  is  consumed,  or  1,200 
tons  per  month  (100  tons  are  maintained  in  the  mills  varying 
from  8  to  10  tons  in  (juartz);  in  other  words,  the  amount  of  mine 
rock  used  is  13  times  by  weight  the  amount  of  imported  flints. 
This  is  roughly  5  per  cent,  of  the  monthly  mill  run.  The  pei)l)les 
cost  00  |)esos  per  ton,  or  5,400  pesos  per  month.  The  mine  rock 
averages  $6  gold  per  ton,  the  increa.st;  in  the  l)ullion  return  con- 
tributed by  the  cruslwMl  rock  being  about  Sli.OOO  gold  per  month. 
Allowing  the  cost  of  mining  and  handling  (he  rock  to  ecjual  the 
value  of  the  gold  extract eti,  it  is  apparent  that  the  cost  of  the 
pebl)l('s,  or  5,400  pesos  is  saved  per  month. 

Manganese  or  chrome-steel  balls  offer  the  best  substitute  for 
flint  pebbles  and  from  present  indications  the  art  of  tulMMnillingwill 
in  the  future  be  more  inliueiiced  liy  the  use  of  thi-;  kind  of  grinder 
than  from  any  other  imiovation.  Steel  being  from  two  and  one- 
half  to  three  times  the  weight  of  flint,  a  mill,  to  hold  the  same 
load  of  balls,  must  Im-  made  of  greater  massiveness  and  strength 
to  withstand  this  increased  weight.  If  a  l-in.  flint  |M'bble  with  a 
5-ft.  diameter  mill  h.as  been  found  to  be  .in  efTeetive  grinder  for  a 
given  ore,  we  may  with  the  sauH-  dianirter  mill  use  a  I-in.  sttM»I 
ball  with  the  same  elTective  pre.s.sure  between  the  ball  surfaces, 
with  this  «lifT«'n'tn'e  that  the  larger  surfaces  will  retain  larger  pieces 
of  ore  to  be  ground,  so  that  theoretically  :i  firuT  proiluct  mu.st  Iw 
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fed  the  mill;  this,  however,  is  offset  to  a  great  ext»?nt  by  the  in- 
creased amount  of  grinding  surface  by  reason  of  the  greater 
number  of  balls  of  lesser  diameter.  Just  how  far  practice  will 
agree  with  theory  and  at  what  point  the  compromise  between 
diameter,  area  and  weight  will  be  reached  can  Ijc  indicated  only 
very  roughly  at  present.  With  the  increased  weight  of  tube  mills 
due  to  the  use  of  steel  grinders  we  may  expect  a  decreased  diame- 
ter and  length,  that  is,  instead  of  our  mills  being  increased  in 
diameter  to  8  or  10  ft.  we  maj'  expect  them  to  remain  at  4  to  5  ft. 
That  a  mill  of  this  character  will  be  used  to  any  extent,  where 
the  cyanide  process  is  a  necessary  feature,  is  douV)tful  on 
account  of  the  amount  of  undesirable  fine  iron  or  steel  added  to 
the  pulp,  but  for  other  grinding  schemes  this  objection  may  not 
exist.  In  several  places  this  transition  of  pebble  to  ball  mill  is 
taking  place.  Mr.  Seeber  informs  me  that  at  the  Winona  mill, 
Michigan,  by  the  use  of  manganoid-steel  balls  (and  liners)  in 
place  of  pebbles  a  greater  power  ratio  has  been  obtained  and  the 
mill  capacity  increased.  He  uses  a  mixture  of  Js-i"-,  l.*4-i"-) 
2-in.,  2>^-in.  and  3-in.  diameter  balls.  The  increased  capacity  has 
amounted  to  approximately  15  per  cent,  with  a  consumption  of 
125  to  150  lb.  of  steel  balls  instead  of  2.50  to  300  lb.  of  pebbles. 

When  it  was  decided  to  remodel  the  Anaconda  concentrating 
plant,  it  was  not  known  whether  pebbles  or  steel  balls  should.be 
used  for  grinding.  To  provide  for  this  uncertainty  a  compromise 
was  effected.  The  mills  were  made  10  l)y  4  ft.  antl  built  suffi- 
cienth'  strong  for  steel  balls  in  case  l)alls  were  useil.  Each  mill 
was  equipped  with  a  225-hp.  motor  directly  connecteil  through  a 
flexible  coupling.  The  mill  filled  with  pebbles  takes  from  95  to 
1 15  hp.  to  operate.  In  case  steel  l)alls  were  used  it  was  jjlanned  to 
put  in  a  false  wood  lining  back  of  the  steel  lining  in  the  cylindrical 
part  of  the  mill  to  reduce  the  effective  diameter  of  the  mill. 

This  latter  plan  was  finally  adopted,  and  the  Hanlinge  mills 
will  be  equipped  with  the  false  wood  lining,  15  in.  thick,  in  the 
cyhndrical  part  of  the  mill,  and  a  Ca.scade  steel  lining.  With 
this  form  of  lining,  the  mill  is  virtually  7>2  ''.v  <>  <"<•  :i"''  r(>(|uire.s 
about  225  hp.  when  loaded  with  steel  balls.  / 

Fig. 21  gives  the  details  of  the  lining.  This  lining  was  designed 
by  the  American  Manganese  Steel  Co. 

Jay  A.  Carpenter  in  describing  the  ore  treatment  at  the  West 
End  mill,  Tonopah,  Xev.'  says: 

1  Mining  and  Scicntijic  I'rcss,  Aug.   ."),  I'JIO. 
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"Six  tons  of  manganoid-steel  balls  were  substituted  for  the  6-ton  load 
of  Danish  pebbles  in  the  5  by  15-ft.  tube  mill.     There  was  a  sharp  in- 


crca.so  in  Ihr  pnwrr  rrquircil  for  tho  mill,  but  less  jxiwer  |)cr  ton  ground. 
The  Hjivii»g  of  powi-r  was  ovtTbahinct'd  by  tiie  greater  cost  |)cr  ton  for 
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the  steel  balls.  Later,  the  mill  was  reduced  to  3-ft.  diameter,  and 
charged  with  steel  balls,  resulting  in  a  considerable  increase  of  tonnage 
and  decrease  in  the  power  required  for  the  mill  over  the  use  of  Danish 
pebbles  in  the  o-ft.  mill.  On  account  of  a  saving  of  33  per  cent,  in  power 
per  ton  ground,  the  test  is  being  continued  over  a  long  period  to  deter- 
mine the  consumption  of  steel  balls  under  the  favorable  conditions  of 
the  3-ft.  diameter  mill." 

With  the  increased  use  of  steel  balls  in  the  tube  mill  inventors 
have  given  us  every  form  of  grinder  that  the}'  could  think  of.  We 
have  dumb-bells  and  dumb-bells  with  rings  around  the  shank; 
the  concave  balls  already  described ;  then  we  have  short  and  long 
cylinders  of  steel;  and  next  we  will  probably  have  the  hollow- 
steel  ball  offering  less  weight  with  greater  grinding  .surface  than 
the  solid  balls. 


MiU 


Grinders 


Size 

Pounds  per 
ton  ground 

Cost  per 

ton 
ground 

6-10  in. 

4  in. 

2.60 

$0.0500 

15. 00 

5.00 

00920 

2.20 

0.0550 

2.00 

3.82 

0.0321 

30.00 

4.48 

0.0800 

6.00 

2.22 

5.39 

0.0880 

4.40 

0  1210 

7-8 

3.00 

0.0450 

3.39 

0.0800 

t .  00 

0.07 SO 

10.  00 

3  in. 

3 .  00 

2 .  .■)() 

1 '  ,-2 

0   1776 

No.  4 

6.00 

No.  4 

2.50  + 
mine  rock 

1  in. 

3.20 

Lluvia  de  Ore Mine  rock 

Liberty  Bell Flint 

Cornecopia Local  quartzite 

Yuanmi Flint 

Dos  Estrallas Quartz 

El  Ore Danish  flint 

Lucky  Tiger Danish  flint 

HoUinger Danish  flint 

Nipissing  low-grade Flint 

Rainbow Mine  rock 

Motherlode Danish  flint 

Gold  Roads Danish  flint 

Montana-Tonopah Dani.sh  flint 

Goldfield  Con Dani.sh  flint 

West  End  Con Danish  flint 

Local,  Manhattan 

Nevada  Hills Danish  flint 

Nevada  Wonder Danish  flint 

Black  Oak Danish  flint 

North  Star (Juartz 

Alaska  Trcadwell Danish  flint 

Big  Pino,  Nevada Local,  "  Maris" 

Broken  Hills,  N.  S.  W...  .  Flint 

Porcupine  Crown French  flint 

Nevada  Packard Daiii.sli  flint 

Tcchatticiip    Daiiisli  flint 
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Tlic  procoding  t;il)l('  will  jjivo  an  idea  of  the  ciiarac-ter  and  cost 
1)01-  ton  of  the  jiiiiidinp;  surfaces  used  at  various  mills. 

\'III.    ("llAItACTER    OF    TMK    LlXING 

The  material  of  which  a  lining  is  made  affects  the  capacity 
of  a  tube  mill  hy  retarding  or  promoting  the  cascade  of  the  peb- 
bles; it  likewise  determines,  to  some  extent,  the  constituents  of  the 
ore  that  receive  the  most  grinding  by  performing  the  greatest 
grinding  effect  at  the  bottom  of  the  mill  where  sulphides  accumu- 
late or  nearer  the  surface  where  the  lighter  material  is  found. 
The  liner  which  promotes  the  tumbling  over  or  cascading  of  the 
pebbles  causes  grinding  by  impact  while  a  liner  that  allows  the 
slipf)ing  and  sliding  action  of  the  pebbles  grinds  to  a  greater  extent 
b\'  attrition.  In  the  first  class  we  have  silex  blocks,  all  forms  of 
liners  with  lifting  bars  such  as  the  Komata  and  liners  with  a 
pe})ble  surface  such  as  the  El  (^ro;  in  the  second  class  we  have  the 
smooth  liners  whether  made  of  cast  iron,  wrought  iron,  soft  steel 
or  manganese  steel. 

If  we  are  grinding  an  ore  in  which  a  great  proportion  of  tlie 
metallic  contents  is  in  the  heavy  sulphides  we  desire  to  u.se  a 
liner  that  will  assist  the  grinding  of  the.se  heavier  portions.  The 
smooth  lineis  which  allow  the  bottom  layers  of  pebbles  to  slip 
on  the  lining  will  grind  the.se  heavy  sulphides  which  naturally 
seek  the  lowest  level  in  the  mill.  This  at  least  is  the  theory 
prevailing  in  the  Tonopah  district  and  has  influenced  their  choice 
of  this  class  of  liner  in  several  instances.  This  j)articular  ore  may 
act  in  this  way  l)Ut  with  a  pulp  containing  32  to  35  per  cent. 
moisture  with  other  ores  the  sulphides  do  not  sejiarate  out  from 
the  mass  of  m;iterial  even  if  the  pulp  is  at  rest  and  when  the  pulp 
is  thrown  about  in  the  mill  there  is  even  less  chance  of  this  separa- 
tion. There  can  be  no  doubt  that  when  capacity  is  desired  tlu' 
liner  siiould  b*-  such  that  it  will  assist  the  lifting  of  the  pebbles. 

The  silex  lining  is  made  with  silex  blocks  laid  in  cement.  The 
blocks  are  usually  I  in.  thick  laid  on  edgt-  and  last  fn)m  7  to  II 
months.  The  advantage  of  the  siU>x  lining  is  that  it  d(H\s  not 
introduce  (»bjectionable  material  into  the  cvanitle  process  while 
the  main  objection  to  its  use  is  that  the  mill  nuist  Ih>  idle  for  nt 
least  r»  days  while  a  new  liner  is  being  cemented  in  the  mill.  St<*el 
or  iron  liners  can  be  replaced  in  less  than  12  hr.,  .mi  that  the  lost 
time  Ih  u  serious  item,  particularly  in  small  installations  with  but 
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one  tube  mill.  ^lany  mills  have  changed  or  are  being  changed 
from  silex  to  some  form  of  steel  or  iron  lining. 

Silex  blocks  weigh  approximately  46  lb.  per  square  foot,  the 
cost  of  lining  a  mill  varying  as  follows: 

When  the  Goldfield  Con.  used  silex  lining  they  lasted  7 
months  and  were  renewed  with  the  following  items  of  expense: 

L.\BOR 

Removing   and   replacing   manhole,    remov- 
ing end  liners SI  1 .  88 

Removing  pebbles ' 3. 7.t 

Removing  old  lining 11.2") 

Relining 6:3.76 

Replacing  pebbles 7 .  50 

Totallabor $98.14 

Supplies 

Cast  end  liners ?92 .  48 

Silex,  17,710  lb.  at  2.634  cts.  per  pound .  .  .  466 .  48 

31  sacks  cement  at  $1.10  per  hundredweight  34. 10 

Total  .supplies $593.06 

Total  cost $691 .20 

The  time  involved  is:  Hours  relining,  68;  hours  setting  cement,  72;  total 
hours  lost,  140.  While  this  is  less  time  than  is  customary  at  other  plants 
to  allow  the  cement  to  set,  there  has  never  been  any  trouble  on  account 
of  starting  too  soon. 

The  cost  for  lining  seven  5  by  22-ft.  tube  mills  with  silex  at  the 
Montana-Tonopah  mill,  Nevada,  is  given  by  A.  II.  .Tones'  as 
follows : 

Labor  at  $4.50  a  day $42.25 

Cement,  28  sacks  at  $1.035 28. 89 

Silex,  6  tons  at  $42.80 2.56. 80 

$327.94  for  .•m-li  mill 

The  average  cost  of  renewing  silex  linings  on  tlic  i\aiid  is 
given  at  $52,5  and  at  I  he  Xipi.^sing  mill  at  §625.  The  price  of 
cast-steel  or  cast-iron  linings  for  a  5  by  2()-ft.  mill  will  vary 
from  .S6.50  to -SljOOO,- .^o  that  as  far  as  the  cost   of  lining  alone  is 

»  "Details  of  Cyaniilo  i'rartice,"  MKiiH.\w. 
'  War  cost  double  thi.s. 
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in  question  the  silex  is  cheaper  but  as  already  mentioned  the 
time  lost  during  the  rolininp  must  be  taken  into  account. 

The  El  Oro  lining  develojxnl  at  the  plants  of  the  VA  Oro  Mining 
and  Railway  Co.,  Mexico,  consists  of  plates,  usually  of  hard 
iron,  having  ribs  lengthwise  of  the  shell  of  such  f(»rm  as  will  cause 
jK'bbles  of  suitable  size  to  become  firmly  wcdgCMl  lu'twccn  them. 


,  t^ 

\           -.-■.--_- 

Fio.  22. — Interior  of  tube  niill  with  El  Oro  lining. 


thus  throwing  the  we:ir  on  the  pebbles.  These  liners  in  sections 
may  be  put  in  the  mill  without  bolts  and  worn  until  the  iron  is 
so  thin  that  it  falls  out.  In  12  hr.  a  new  lining  can  be  put  in  place. 
In  operation,  when  a  pebble  becomes  fractured  or  worn  and 
escapes  from  the  corrugation,  another  will  tak(^  its  place  and  the 
effect  is  to  maintain  what  is  practically  a  flint  lining  to  the  mill. 

The  rough  surface  presented  entirely 
avoids  the  tendency  of  the  whole 
charge  to  skid  on  the  lining.  Fig.  22 
shows  the  in.side  of  a  tuU'  mill  with 
I'.l  Oro  lining;  while  I'ig.  28  shows  the 
dimension  of  the  liniriu'  at  the  Lluvia 
Fl(i.    2;i.  ~KI    On.    liniiiK    at     ^\^^  On)  njill. 

the  Lluvia  <li- Oro  mill.  ,,,,        im     -.         i  n      »      ^     i      • 

1  he    1,1    <  iro    lining  illustrated    in 

Figw.  24  to  27  is  madi-  by  the  Stearns  Kog«r  Mfg.  Co.  and  is 
held  in  place  with  keys  without  U-ing  bolted  to  the  shell  of  the 
mill.     The  meth(»d  of  pl.acing  this  liner  is  here  descriU'd: 

The  liners  are  held  in  place  by  means  of  taptT  metal  keys  I). 
A  numb<>r  of  different  widths  of  keys  are  provi«le<l  so  that  the 
«ine    fitting    the   space    may    be   .'ielectj-d.      Thes«*    keys   must    Iw 
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driven  home  tight  so  that  they  will  not  shake  loose  after  the  mill 
goes  into  operation. 

Commence  Uning  at  each  end  of  the  mill  and  work  toward  the 
center.     Place  the  flange  side  of  the  lining  next  to  the  head  so 


Fig.  24. — Typical  section  of  El  Ore  lining  wedged  in  mill  without  bolts 
through  the  shell.     (S.  R.  Mfg.  Co.) 

that  the  teeth  face  toward  the  center  of  the  mill.  Tlii--^  will 
bring  two  sections  near  the  center  with  the  teeth  facing  each 
other. 


Fi(i.  25. — Section  at  manhole 


p]ach  ring  of  lining  is  intended  U)  occupy  a  space  of  (>  in.  in  the 
length  of  the  mill.  To  allow  for  inequalities  and  roughness  in 
the  casting  some  clearance  is  allowed.     This  clearance  should  Ix' 
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distributed  throughout  the  length  of  the  mill  so  that  when  you 
come  to  the  dosing  section  the  space  will  l)e  correct.  It  will  \^ 
convenient  to  divide  the  shell  lengthwise  into  0-in.  spaces  with 
a  chalk  and  tape  hne. 

The  closing  joint  can  be  made  near  the  center  of  the  mill  where 
the  sections  come  with  the  teeth  facing:  See  detail  of  "closing 
joint."  The  space  CC  admits  short  keys  A  and  B  which  can  be 
driven  to  place  by  means  of  a  bar  and  sledge.  After  the  keys 
A  and  B  are  driven,  the  space  C  is  filled  by  filing  one  of  the  short 
key  blocks  to  fit  the  place  and  driving  it  between  the  teeth.  This 
will  pi-evcnt  the  keys  fiom  backing  out. 


CLOSING  JOINT 


t. 


„T] 


KEY 


e 


I'Ki.  '2i). — Details  of  joint.       Fn;.  27.  —  IVtnils  of  clcKsinR  joint  with 

i\  kov. 


When  starting  the  mill  with  the  I'll  Oro  lining,  a  lii)eral  load 
of  a.ssortcd  jx-bblcs  not  larger  th.-m  ii  in.  should  be  u.s<'d.  The 
mill  should  In-  rr\ol\c(l  fnr  al>oul  J  lir.  with  water  and  {Hobbles, 
using  no  on-  so  t  hat  I  he  pebbles  will  have  a  chance  to  be  imluvlded 
in  the  meshes  of  the  lining.     Tin-  regular  .><ervice  i.s  then  started. 

The  ( liobe  lining.  Kig.  2K.  is  an  adoption  of  tin'  Kl  Oro  idea  with 
the  ribs  t raiisvers.al  instead  (»f  longitudinal  and  is  useij  in  several 
mills  in  ( >nt.Mrio,  ( '.-m.-ida. 

The  ( )sb(»rne.  linei  I'ig.  21),  used  ext««nsively  on  the  Kaiul,  South 
.\lriea,  is  ;iiiother  modification  of  the  Ml  Oro  lining. 
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"It  consists  essentially  of  two  bars  placed  in  such  a  manner  that  with 
the  aid  of  cement  concrete  they  lock  themselves  in  the  interior  of  the 
tube  mill.  The  horizontal  bar  is  about  2  in.  long  and  about  ^i  in.  wide. 
The  other  bar,  at  right  angles  to  the  first,  is  practically  of  the  same  sec- 
tion as  a  grizzly  bar,  and  is  4  in.  long  and  %  in.  in  thickness  at  the  end 
projecting  into  the  mill,  and  1>^  in.  in  thickness  at  the  base.  Concrete 
is  laid  on  the  bottom  and  part  of  the  sides  of  the  tube  mill,  with  the  bars 
placed  in  position,  as  shown  in  the  sketch." 


i"'i(j.  2!S. — Globe  liner. 

At  the  El  Tigre  mill  Forbes  type  of  liners  have  been  fouiul  to 
give  better  sati.sfaction  than  the  El  Oro  liners.  The  former 
consists  merely  of  grating  plates  of  chilled  iron  or  manganese 
steel,  which  are  backed  by  niild  steel  plates  3fg  in.  in  thickness. 
"In  this  way  tiie  advantage  of  a  lining  in  which  the  pebbles 
wedge  is  retained  while  the  backing  pieces  do  not  have  to  be 
thrown  away  wlien  the  ril)S  are  worn  down,  with  the  result  that 
there  is  a  better  efficiency  in  the  wear  of  the  iron." 

Closely  allied  to  the  El  Oro  lining  is  that  used  in  the  cylindrical 
portion  of  the  Hardinge  mills  at  Miami.     It  will  be  seen  from  the 
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cut,  Fig.  30,  that  this  hning  resembles  the  El  Oro  hut  in  addition 
has  a  lifter  bar.  which  projects  about  2^  2  in.  above  the  cast-iron 

ribs  and  takes  much  of  the  wear 
at  the  same  time  providing  efficient 
means  for  lifting  the  pel)bles  with- 
out fear  of  the  load  sliding. 

Tiie  Komata  lining,  F'ig.  31,  has 
the  advantage  that  it  alters  but 
slightly  as  regards  thickness  during 
its  life,  it  is  easily  put  in  place  and 
has  shown  in  some  mills  a  greater 
grinding  efhciency  than  other  liners 
used.     ¥.  C.  Brown  says: 

"I  lay  the  greatest  stress  upon  the 
movement  of  the  pebbles,  my  expe- 
rience being  the  more  movement  the 
more  grindinp;  hence  the  advantage  of 
the  Komata  lining,  as  this  permits  of 
no  'dead'  place  in  the  mass  of  pebbles 
and  ore." 

Fig.  29. — The  Osborne  liner.  ■         n  ■  , 

rrom  tlie  cut  it  wul  be  seen  that 

tiie  lining  consists  of  longitudinal  angle   bars  or  ribs  about    18 

in.  Mpait  with  plates  between.     The  Itars  lift   the  pebbles  with- 


I'k;.    ill)       M:iiiiii  liiiiiiK  for  ILinliM^c  inilU 


out  any  l»ack-slip,  thus  av(tiiling  waste  {*i  power.  It  can  U' 
made  of  cast  iron,  carbon  steel  or  s|H'cial  alloy  stet'l.  At  the 
Waihi    ('ir.'ind    .lunrtion    mill     in     New    /e;dand  a  s<'t    of  liner 
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plates  1  in.  thick  at  the  center  tapering  to  ^,s  in.  at  the  edges 
lasted  753-2  weeks,  and  the  angle  bars  60}2  weeks,  before  re- 
quiring renewal,  grinding  76  tons  of  ore  per  day.  By  reason  of 
the  decreased  amount  of  space  required  for  this  liner  the  in- 
terior of  the  mill  is  of  larger  diameter  than  when  silex  is  used, 
more  pebbles  may  be  used  in  the  mill  with  greater  grinding 
effect  and  the  mill  may  be  run  slower  to  compensate  for  this 
increased  diameter.  There  may  be  an  increased  power  consump- 
tion even  with  the  slower  speed  but  the  amount  of  grinding  will 
more  than  compensate  for  this. 
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Fui.   31. — Tlu'  Koiiiata  liiiitiu;. 


Smootli  Hncrs  of  cai'hoii  or  iiiaiigatiesc  steel  have  roiitid  little 
favor  except  perhaps  in  the  T()noi)ah  district  of  Nevada  where 
better  results  have  been  claimed  for  smooth  liners  on  account  of 
the  advantage  of  being  al)le  to  grind  i)referentiall>  the  heavy 
sulphides  in  the  ore.  At  the  Extension  mill,  one  tuhe  mill  is 
fitted  with  ribbed  liners  for  coarse  grinding  and  ;molli.'r  with 
smooth  liners  for  fine  grinding. 

All-p(>l)ble-and-cement  liners  have  been  tried  and  are  now  used 
in  llardingc^  mills  at  the  discharge  and  feed  ends  of  the  cones,  I'^ig. 
30.  The  disadvantage  of  this  lining  is  that  the  ceineiil  wears 
away  from  the  pel)l)ies  and  when  I  he  pehbles  ai'e  onci'  half  worn 
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through  they  drop  out  rocjuiring  frequent  renewals  and  conse- 
quent waste  of  time  while  the  cement  is  setting.  If  this  class  of 
lining  is  used,  the  pebbles  should  be  carefully  laid  in  the  cement 
to  present  a  regular  surface  and  not  thrown  in,  as  in  concrete. 

Fig.  32  shows  a  cemented  flint  lining  which  was  finished  in 
four  shifts  by  one  man  with  two  helpers.  The  pebbles  were 
carefully  laid  in  cement  mortar  made  of  half  sand  and  half 
cement  with  the  long  a.\is  of  the  pebbles  vertical.  The  illustra- 
tion shows  the  work  on  the  third  day  with  the  unfinished  lower 
segment  extending  the  whole  length  of  the  mill.  After  10  hr. 
set  the  cemented  flints  clung  to  the  shell  of  the  mill  without  the 
need  of  braces  of  anv  sort.     The  mill  was  run  7  days  after  the 


V\r,.   '.VI.  —  Ititciiur  of  mill  hciiin  lined  witli  ffim'ntvd-in  |K<l»l)lciJ. 

ccriifiit  w(irk  was  slartccl  \n\\  could  have  been  rotated  a  day 
earlier. 

\  pebble  lining  for  a  ")  by  22-ft.  tube  null  will  cost  about  $2(M) 
and  m.iy  last  7  to  S  months.  It  is  the  cheapest  form  of  lining 
used,  in  first  cost.  To  increa.se  the  life  of  tiiis  class  of  liner  chilled 
iron  bars  may  be  cemented  in  with  the  pebbles,  the  bars  being 
laid  longitudinally  with  the  mill  ;ind  spaced  I  ft.  apart.  The 
iron  now  takes  most  of  the  we;ir  and  w«'  have  a  lining  nMaining 
the  advantages  of  lifting  i)ars  but  with  le.ss  weight  an<l  expense 
t  liati   t  he  ;dl-inet:il  linings. 

jilt     I  hose    who    tjesire    to    experiment     with    i-ttncrete    |M>bbIo 
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linings  I  have  devised  a  method  which  I  beheve  will  overcome,  at 
least  in  part,  the  objections  put  forward.  The  pebbles  are  laid 
in  cement  in  cast-iron  frames  open  at  back  and  front.  These 
frames  are  put  in  the  mill  like  so  many  bricks  or  sections  of  El  Oro 
lining  and  while  laid  in  cement  for  greater  safety  the  mill  may 
be  used  at  once  as  the  frames  are  interlocked  and  form  a  complete 
circle  inside  the  shell.  The  pebbles  can  be  cemented  in  the 
frames  any  time  before  use.  Fig.  33  illustrates  the  idea.  A  liner 
of  this  type  was  used  by  Barry  in  West  Australia  but  was  found 
to  be  of  a  temporary  nature  and  was  discarded  in  favor  of  metal 
liners. 

"A  new  system  of  tube  mill  lining  has  been  devised  and  put 
into  use  at  the  mill  of  the  Liberty  Bell  Gold  Mining  Co.,  at 
Telluride,  Colo.     Hard  cast-iron  ribs  are  laid  with  the  regular 


Fig.  33. — Lining  made  of  pebbles  cemented  in  cast-iron  frames. 

courses  of  silex  blocks,  greatly  increasing  the  life  of  the  lining  as 
a  whole.  A  lining  in  a  5  by  22-ft.  mill,  containing  seven  rows 
of  ribs,  or  one  rib  for  every  four  rows  of  blocks,  gives  a  life  of 
2  years  and  7  months  of  continuous  operation.  In  all  our 
5  by  22-ft.  mills,  we  have  placed  10  rows  of  ribs,  or  one  rii)  for 
every  three  rows  of  sile.x  blocks,  and  to  all  appearances  our 
expectance  of  a  life  of  3  years  will  be  reached. 

"The  material  used  in  lining  a  5  by  22  -ft.  mill  includes  900  silex 
blocks  averaging  4}4  by  5  by  8} -i  in.  and  weighing  approximately 
13  lb.;  also,  19  cu.  ft.  of  Portland  cement,  19  cu.  ft.  of  clean  sand 
and  10  rows,  or  50  pieces,  of  hard  cast-iron  rihs.  These  ribs  are 
given  a  taper,  measure  1%  by  2  by  4}  2  in.,  and  are  47*2  in.  long. 
They  weigh  approximately  110  lb.  each.  They  are  cast  in  Tel- 
luride,  since  the  local  foundry  provides  the  Ix'st  hard  iron  that 
we  have  been  able  to  obtain. 
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"Two  picked  iiicii  line  the  mill  in  three  shifts.  The  lower  half 
is  lined  in  one  shift.  Live  steam  is  then  turned  in  for  8  hr.,  and 
the  mill  is  allowed  to  cool  by  draft  for  8  hr.  more.     Next  the  mill 


Fi(i.   34. — Pohhle  and  inm  l):ir  lining. 

is  fiiven  a  (|iiait('r-t urn,  and  one-tiuarter  more  of  its  lining  is  put 
in,   followed    1)\-   the   same   lieatinji  and   cooling;.      On   the   ihirti 


I'li;     .'{."i       Irr.l  li..nl  1  III  iiii;  i  .f  .")  I  .>   S-fl .  t  111  .«•  mill  a  t  tlio  liiitftl  (iolil  Miru'H 

( "o.  mill,  ( >rrniin 


flay  the  lining  is  ((implcifd,  and  il   i>  afli-rwanl  steamed  for  12 
hr.  loaded  with  pelihU-s  and  then  cut  into  .s<'ivice. 

"Where  tiie  cement  is  uncertain  or  slow  .setting,  or  wiiere  it  is 
neccHHary  to  ukc  it  on  minor  rt'pairs,  sin\x\  ixAx  is  addtnl  to  the 
mortar.     This  cemint    mortar  s»ts  rapidly  and  allows  the  mill 
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to  be  put  into  use  in  8  or  10  hr.  The  ribs  are  laid  in  mortar 
only,  and  no  bolts  are  used  in  the  lining.  Experience  has  not 
developed  any  difficulties  in  holding  the  ribs  or  the  Uuing  by  this 
method.     No  timbering  is  used  in  putting  in  the  lining.^" 

We  find  a  general  tendency  to  reline  mills  with  discarded  steel 
or  iron  from  mine  or  mill  such  as  old  rails,  rock-drill  bits,  stamp- 
mill  liners,  etc.  The  illustration.  Fig.  34,  shows  how  semi-steel 
battery  liners  are  being  utilized  at  the  Plymouth  Con.  mill.- 

The  plates  were  broken  into  pieces  roughly  4  in.  wide  and  12 
to  36  in.  long.  These  pieces  were  set  in  cement  with  the  pebbles, 
the  liner  pieces  being  set  lengthwise  of  the  mill  and  from  8  to  12 
in.  apart.  They  were,  on  the  whole,  about  flush  with  the  pebbles, 
though  some  points  projected  as  much  as  ^i  in.  above  the  general 
pebble  surface. 

The  lining  as  described,  and  as  shown  in  the  sketch,  was  in- 
stalled in  an  8-ft.  by  22-in.  Hardinge  pebble  mill  and  has  every 
appearance  of  wearing  well,  although  it  has  not  been  in  use  long 
enough  to  wear  it  out. 

The  Britannia  lining,  so-called  because  it  is  used  at  the  Britan- 
nia mill,  B.  C,  is  made  with  rail-sections  5  in.  long  set  on  ends 
laid  in  neat  cement.  The  grouting  between  the  rails  is  made  by 
embedding  short  pieces  of  drill  steel  in  the  cement.  These  pieces 
of  rails  present  a  rough  surface  and  are  said  to  give  good  service. 
Such  a  Uning  used  on  the  Rand,  South  Africa,  was  found  to  add 
as  much  as  400  to  500  oz.  amalgam  to  the  output  by  the  recovery 
of  the  amalgam  collected  between  the  pieces  of  rails. 


Mill 


Material 


Pounds 

1  per  ton 

ground 

Cost  per 

ton 
ground 

Waihi.  .  .  Corrugated- 

ribbed  cast  iron 

ElOro .    El  Oro 

Nipissing j  4  in.  silex 

Goldfield  Con I  4  in.  silex 

West  End  Con .  .        Smooth  cast  iron 

Nevada  Wonder El  Oro 

Black  Oak,  California Ribbed 

Nevada  Packard Forbes 

Porcupine  Crown Globe 


1.000 

$0.0410 

1.378 

0.0342 

0.270 

0.01')0 

1 . 2.')() 

0.04r)0 

0.200 

0.0220 

6.000 

0.0266 

1  Engineering  and  Mining  Journal,  July  1,  1916. 
*  Engineering  and  Mining  Journal. 


Life. 
months 


18 


11 
7 

15 
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The  ends  of  cylindrical  tube  mills  are  lined  with  cast-iron 
plates,  preferably  chilled.  Fig.  35  illustrates  such  a  lining. 
Manganese  steel  has  been  used  for  end  i)lates  with  decreased  cost 
per  ton  of  ore  ground. 

The  preceding  table  will  give  an  idea  of  the  character  antl  cost  of 
liners  in  tube  mills  and  while  accurate  as  to  figures  at  the  time, 
some  of  the  mills  have  since  changed  from  silex  to  metal  liners. 

IX.  Character  of  the  Discharge  Opening 

The  diameter  of  the  discharge  opening  affects  the  capacity  of 
a  tube  mill  by  hniiting  the  amount  of  pulp  in  the  mill  to  the  lower 
level  of  the  opening  and  by  limiting  the  load  of  pebbles  to  the 
same  level  unless  a  screen  or  grating  is  used  at  the  discharge  end 
to  keep  the  pebbles  in  the  mill.  The  position  of  the  discharge 
opening  or  the  particular  point  in  the  discharge  end  at  which  the 
ore  is  allowed  to  escape  from  the  mill  affects  the  cai)acity  by 
fixing  the  amount  of  pulp  in  the  mill  and  the  speed  with  which 
it  runs  through  the  mill.  Suppose  the  mill  has  a  6-in.  discharge 
pipe  at  the  center  of  the  discharge  end,  the  amount  of  pulp  leaving 
the  mill  will  be  determined  by  the  difference  in  level  of  the  pulp 
at  the  feed  and  discharge  ends  and  its  fluidity.  Now  suppose  we 
put  a  grating  at  the  discharge  end  (closed  at  the  center  if  desired) 
and  discharge  at  the  periphery  of  the  mill,  the  ''head"  of  pulp 
in  the  mill  will  be  increased  and  the  discharge  will  be  at  a  maximum. 
Suppose  now  we  retain  the  grating  but  enclose  the  discharge 
end  leaving  a  G-in.  pipe  in  the  center  for  the  discharge  and 
arranging  a  series  of  lifters  or  elevators  between  tiie  grating  and 
the  end,  the  discharge  will  still  ije  at  a  maximum  with  the  advan- 
tage that  any  degree  of  dilution  can  be  niaintained  in  the  mill. 
This  idea  is  incorporated  in  some  of  the  latest  mills.  It  was 
thought  at  one  time  that  the  ore  should  W  allowed  to  remain 
in  the  mill  until  finally  ground  to  llu"  desired  mesh  and  a  high 
ptilp  level  WHS  maintained.  It  is  mow  considered  advisable 
to  pass  the  ore  thntugh  the  mill  as  ([uickly  as  possible  by  k«vping 
a  low  pulp  Un-el  and  return  the  oversize  for  further  grinding. 
The  low  pulp  level  assists  grinding  by  allowing  the  pebbles  or 
balls  to  fall  with  less  resistance  from  the  i>ulp  and  therefore  the 
force  of  the  blow  ih-liverj'd  is  greater. 

Ciratings  are  used  in  twl>e  mills  at  or  near  the  discharge  end 
so  th.it  the  pel)bles  may  l»e  carried  abovt'  the  center  thus  giving 
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increased  grinding  efl&ciency.  The  mesh  varies  from  32  to  ^-i  i"-, 
which  allows  pebbles  smaller  than  this  size  to  escape  from  the 
mill.     As  a  matter  of  experience  when  pebbles  have  been  worn 


ijT^K" 
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-Slot  (pr  Bead 

"Dia.  Bolt  Circle =21" 
'^  Castings  like  this  completes 
Screen 
Fig.  36. — Ca.st-iron  screen  for  discharge  end  of  tube  mill. 

to  1  in.  in  diameter,  more  or  less,  they  suddenly  disappear,  being 
ground  so  as  to  be  undistingaishable  from  the  ore.  When  a 
tube  mill  is  emptied  of  its  contents,  one  seldom  sees  small  pebbles. 


Fig.  .37. — .Marcy  mill  poriphory  .lis^■ll:lr^;^■. 

Fig.  3G  illustrates  the  grating  uscul  at  tlic  disdiargc  eiuis  of  tlie 
tube  mills  at  the  Goldfield  Consolidated  mill  made  of  cjust  iron, 
but  preferably  made  of  manganese  steel. 
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The  peripheral  discharge  is  incorporated  in  the  ]\Iarcy  mill, 
Fig.  37,  which  shows  the  passage  of  the  pulp  through  the  mill 
and  the  level  at  which  the  pulp  remains  by  reason  of  the  radial 
ribs  or  lifters  which  removes  the  pulp  as  soon  as  it  enters  the 
chamber  at  the  end  of  the  mill. 

Chalmers  and  Williams  have  added  to  their  tube  mills  an 
adjustable  quick  discharge  device,  Fig.  38,  which  consists  of  a 
perforated  plate,  interposed  between  the  end  of  the  tube  mill  and 
the  body  of  the  mill.  Between  the  perforated  plate  and  the  end 
of  the  mill  are  radial  blades  which  are  used  practically  as  elevators. 
The  blades  are  arranged  on  hinges,  so  that  by  changing  their 
inclination  with  respect  to  the  tube  mill  end,  the  space  between 
the  perforated  plate  and  the  mill  end  may  be  more  or  less  closed 
and  the  amount  of  pulp  elevated  greater  or  less. 

The  following  tests  at  the  Gold  Hunter  mill,  Idaho,  show  the 
value  of  the  adjustable  quick  discharge  fitted  to  a  5  by  14-ft. 
tube  mill;  test  No.  1  being  for  the  mill  without  the  discharge  in 
use  and  test  No.  2  being  for  the  mill  using  the  adjustal)lo  (luick 
discharge. 

1     Test  No.  1     I     Test  No.  2 


Capacity,  tons  per  day 112.06  141.000 

Cost  power  per  ton,  cents i  5.95  5. 100 

Cost  pebbles  per  ton,  cents '  1-50  '         0.875 

Total  cost  power  and  pebbles  per  ton,  cents 7.45  5.975 

Weight  of  pebbles  used  per  ton,  pounds 12  0.700 


The  addition  of  the  adjustable  quick  discharge  h)were<l  the  cost  of  tube 
mill  regrinding  in  the  above  instance  by  approximately  1  '2  f*!^-  P^r  *'>"• 

In  the  Allis-Chalmcrs  adjustable  l)all  mills  the 

"lining  is  of  manganese  steel,  with  stepped  corrugations.  The 
mechanism  of  the  machine  includes  a  diaphragm  near  the  discharge 
end,  having  a  number  of  concentric  holes,  which  may  be  closed  by 
wooden  plugs.  With  all  the  holes  open  the  mill  will  discharge  within 
3  or  4  in.  of  the  periphery,  and  by  closing  the  holes  the  discharge  is 
raised  accordingly.  By  this  means  the  pulp  level  is  regulated  to  suit 
the  material  crushed,  and  to  effect  the  ratio  of  fineness  of  product 
that  may  be  re<iuir('d."  ' 

In  mills  where  the  loud  of  pel)l)les  is  kept  near  the  center  line 
I  W.  A.  Scott,  Mininy  and  Knyxnnnny  W'oiltl,  June  24,  19 It),  \).  1165. 
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the  hollow  trunnions  are  Hned  with  an  internal  screw  or  helix 
which,  when  the  mill  revolves,  causes  the  coarse  material  or 
pcl)l)lcs  to  progiess  into  the  mill  and  provides  means  for  feeding 
pebbles  at  this  end.  Fig.  39  illustrates  the  idea.  In  combination 
with  the  helix  we  may  have  a  conical  lining  to  the  trunnion  which 
somewhat  answers  the  purpose  of  the  conical  end  of  the  llardinge 


In;.   M.  —  l)iscliar{!;('  cini  ol  tulx'  mill  sliowmg  lielix. 

mill,   presumably   acting  as  a  classifier,   (»f  limiied   extent  and 
utility. 

A  device,  the  ()l»je(t  of  which  is  to  iiicrejise  the  capacity  of  ball 
or  tube  mills,  was  recently  tried  out  at  the  Tougii-Oakes  mill, 
Kirkland  Lake,'  on  a  ()-ft.  H;irding<'  conical  ball  null  that  was 
installed  last  year  to  handle  KM)  tons  of  ore  per  day. 

"Tlu)  ore,  KciKTiilly  .siM'akinR,  i.s  a  hard  and  rather  tenacious  reddish 
pori>hyry  witli  gold  ilL^scmiaatcil  throu^jhout  in  minute  joint.s  and  .small 
(juurtz  striiiKiTs.  'I'hi.s  ore  proved  f<»mp!iralivcly  refractory  U)  di.sint<»- 
grulion  hy  l»ull  mill  treatment,  for  after  a  thorouKh  test  extending  over 

'  C.  .S»-K.\u\iAN,  Engineering  and  Mining  Journal,  .\pril  IT),  1916. 
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a  period  of  3  months  it  was  found  that  the  ball  mill  had  an  average 
daily  capacity  of  only  82.68  tons  for  total  time  and  a  maximum  capacity 
of  onh'  90.62  tons  for  actual  running  time,  instead  of  a  100  tons  daily. 
Many  experiments  were  conducted  by  ball  mill  experts  to  increa.se  the 
capacity  of  this  mill  during  the  period  mentioned,  including  increase 
and  decrease  of  revolutions,  load,  etc.,  but  the  capacity  failed  to  reach 
the  prescribed  figure. 

"Finally,  the  idea  was  conceived  of  a  less  obstructed  discharge  by 
permitting  the  whole  product,  oversize  and  undersize  which  was  inclined 
to  accumulate  in  the  conical  section  of  the  mill,  to  pass  through  the  con- 
ical revolving  screen  inserted  and  fastened  in  the  discharge,  as  shown  in 
Fig.  40,  thereby  classifying  the  product  and  returning  the  oversize  to 
the  feed  end  of  the  mill  by  means  of  a  conveyor.  This  arrangement, 
as  will  be  seen,  permitted  a  much  heavier  load  to  be  carried  and  devel- 
oped consequently  a  greater  discharge  area.     Later  there  was  installed 


D!SC(1Aff6E:  ARtA 
WITHCHJT  BALL- MILL- 
ATTACHMENT 


Fig.  40. — Rotary  .screen  applied  to  conical  mill. 


a  stationary  water  pipe  with  a  series  of  water  jets  arranged  so  as  to  assist 
the  discharge  of  both-  the  oversize  and  undersize. 

"After  a  o-month  trial  of  the  device  it  was  found  that  the  capacity  of 
the  mill  had  been  increased  so  as  to  average  for  that  period  102.27  tons 
per  day  and  for  actual  running  time  110.41  tons  per  day,  thus  giving 
an  increase  in  tonnage  of  23.7  per  cent,  for  total  running  time  and 
21.8  per  cent,  for  actual  time.  The  power  required  to  operate  the  mill 
before  the  installation  of  the  device  was  about  40  hp.;  after  the  installa- 
tion it  was  35  hp.,  showing  an  actual  decrease  of  12.5  per  cent.  By 
taking  into  consideration  the  increased  tonnage  for  the  actual  running 
time,  the  actual  decrease  in  power  consumption  per  ton  of  ore  was  about 
28.1  per  cent. 

"The  device  makes  it  possible  to  raise  the  level  of  the  load  in  the  hall 
mill  without  discharging  tlu;  grinding  medium  and  thus  increase  the 
load  from  8,500  lb.  to  11,500  II).,  or  about  35.3  per  cent.  This  feature 
also  decreased  the  l)all  consumption  from  2.45  lb.  per  ton  to  1.8  lb.  per 
ton.     Attached  to  the  tube  mills  the  device  permitted  ready  discharge 
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and  classification  of  oversize  ore  particles  and  undersize  pebbles,  which 
tend  to  accumulate  and  thus  congest  the  tube  mill  circuit.  By  its  use 
about  2  tons  of  oversize  is  removed  daily  from  the  tube  mill  circuit  and 
returned  to  the  ball  mill  feed.  Partly  by  sul)stituting  ore  masses  and 
partly  by  the  use  of  the  device,  the  pebble  consumption  was  reduced 
from  16.1  lb.  to  3.9  lb.  per  ton.  The  accompanying  table  is  based  on 
averages  over  a  period  of  3  months  without  and  5  months  with  the 
device." 

CoMP.\uisox  OF  Ball  Mill  Results 

Without  With  Increase,      Decreane, 

device  device         per  cent.       per  cent. 


Average  mill  tonnage  per  day,  total 

time ". ,  82.f)S  102.27        23  7 

Actual  horsepower  rcciuired 40.00  3.")  00         ....            12.5 

Average  mill  tonnage  per  day,  actual 

time. 00.62  110.41        21.8 

Actual  kilowatt-hour  per  ton  per  (lay  7.94  5.71         ....           28.1 

Ballcon-suniption  per  ton  of  ore 2.45  1.80         ....           26.5 

Pebble  consumption  per  ton  of  ore  16.15  3  04 


"From  this  test  the  following  advantages  are  shown  for  the  device: 
It  permits  an  increase  in  load  of  grinding  medium  of  3")  per  cent,  more 
than  could  be  retained  with  the  oUl  open-mouth  discharge  under  normal 
working  conditions,  thus  subjecting  a  greater  area  of  ore  to  attrition;  it 
increa.ses  the  effective  discharge  area  of  the  outflowing  pulp,  as  shown  in 
the  illustration;  it  permits  free  discharge  of  the  product  from  the  conical 
section  of  the  ball  mill  where  the  relatively  refractory  oversize  j)art ides  of 
ore  arc  inclined  to  accumulate,  due  to  the  shorter  radius  of  action,  and 
thus  retard  the  discharge  of  the  fine  product;  it  {wrmits  a  continuous 
cla.ssification  during  discharge,  separating  the  oversize,  which  is  returned 
to  the  fe(!(l  end  or  zone  of  maxinium  disintegration  of  the  ball  mill 
(about  10  per  cent,  of  the  discharge  product  is  classified  as  oversize  and 
thus  returned  to  the  zone  of  great(^st  efficiency  for  further  disintegration); 
it  al.so  decrea.sed  the  ball  and  pebble  consumption,  and  the  cost,  in- 
cluding maintenance,  is  low — about  0.(M)r2')  cts.  j>er  ton  treatwi." 

We  have  all  noticed  in  the  probh'iu  of  .•settling  s^iiul  or  slime 
that  a  thick  pulp  siicli  as  that  containing  .32  to  3S  |M*r  oi^nt. 
moisture  settles  as  a  homogeneous  ma.ss  with  no  sogrogntion  of 
heavy  sul|)iiid('s  or  sand,  in  fact  at  times  tln>  sidphith's  nMuaiii  at 
or  near  the  top,  but  that  when  this  |iulp  is  dduted  with  .<<olution 
or  water  the  .sand  and  In-avy  mint-rals  .•^•ttle  out  leaving  the  slime 
alone  in  suspension.      If   is  for  this  re;i.'«)n  that   we  are  able  to 
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agitate  sand  and  slime  if  we  keep  the  pulp  thick,  hut  immediately 
we  thin  out  the  pulp  the  sand  settles  and  gives  trouble.  Taking 
for  granted  this  fact,  which  I  believe  is  beyond  dispute,  it  occurred 
to  me  that  advantage  might  be  taken  of  this  phenomena,  at  the 
discharge  end  of  a  tube  mill  to  classify  the  pulp  before  it  is  dis- 
charged from  the  mill.  If  we  diluted  the  pulp  at  the  discharge 
end  of  the  mill  we  might  be  able  to  cause  a  quick  discharge  of 
slime  and  the  retention  within  the  mill  of  the  sand  which  on 
dilution  of  the  thick  pulp  would  sink  and  be  further  ground,  its 
place  being  taken  by  the  easily  floated  slime.  This  was  tried 
with  success,  the  preliminar}^  experiments  being  in  the  nature  of 
a  trial  but  with  no  exact  data  for  comparison.  A  further  appli- 
cation of  a  stream  of  water  or  solution  within  a  ball  or  tube  mill 
is  that  the  character  and  amount  of  grinding  can  be  varied  to 
suit  the  conditions  of  the  after-treatment  of  the  pulp.  We  know 
that  economical  grinding  requires  a  thick  pulp  and  also  that  a 
thick  pulp  promotes  sliming  so  that  when  we  require  capacity 
and  a  granular  product,  which  is  obtained  bj^  using  a  dilute  pulp 
we  have  two  contrary  conditions.  This  may  be  overcome  in 
part,  at  least,  by  diluting  the  pulp  within  the  mill  at  the  point 
where  shming  must  be  stopped.  The  idea  is  so  easily  carried 
out,  simply  by  inserting  a  pipe  in  the  discharge  end  of  the  mill 
at  any  distance  within  the  mill,  that  all  who  read  may  try  the 
experiment  with  little  or  no  expense.  The  amount  and  character 
of  the  discharge  is  not  governed  entirely  by  the  position  of  the 
water  jet,  but  also  by  its  volume,  so  that  we  have  two  adjustments 
to  make,  the  position  and  amount  of  water  added  to  the  pulj) 
within  the  mill. 

It  will  be  noticed  in  the  Kirkland  Lake  ex|)erini('iit,  Fig.  40, 
that  there  is  a  water  jet  inside  the  screen,  this  being  the  first 
printed  application  of  the  idea  but  the  full  significance  of  adding 
the  water  inside  tlie  mill  is  not  indicated. 

THE  FEEDING  DEVICE 

The  feeding  device  on  a  tube  mill  is  used  for  supplying  a 
continuous  stream  of  pulp  to  the  interior  and  to  provide  means 
whereby  pebbles  may  l)e  taken  into  th(>  mill. 

The  usual  form  of  feeding  device  f<»r  pulp  now  in  use  is  (he 
feed  scoop,  bolted  to  the  trunnion,  wliich  may  have  as  many  as 
three  openings.     Fig.  41  is  a  single  scoop  while  Fig.  42  has  three 
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openings.     This  scoop  delivers  the  pulp  to  a  spiral  in  the  trun- 
nion whicli  as  the  mill  revolves  conveys  it  to  the  interior  of  the 


Fiii.    n. — Siiinl«'-f('('(l  scoop  on  the  5  l»y  8-ft.  tiiho  mills  at  tho  Cougar  inill, 

Oregon. 


111..    I'J.      .M.'ircy  iiiillwitli  t riplcfeiHl-«cot»|)s. 

mill      The  on*  may  he  ff(l  through  a  pi|M'  entering  the  trunnion 
wilh  a  walcr-liuhl  j(»int,  as  .shown  in   l-'i^.    IH,  InMn^  the  device 
iiM-d  at   I  he  U  aihi  (irand  Junction  mill.'     In  the  smaller  milU 
'  Mining  and  Scientific  Preaa,  June  11),  lOLV 
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the  feed  nozzle  is  l}/^  in.  in  diameter.  A  clearance  space  of  18 
in.  is  left  around  the  feed  pipe;  hence  the  pulp  discharging  into 
the  mill  causes  a  current  of  air  to  enter  between  the  two  pipes, 
thus  preventing  any  chance  of  overflow  of  pulp  at  the  inlet  end. 


Fig.  43. — Injector  for  feeding  pulp  to  tube  mill. 

The  Graham  feeder,  Fig.  44,  shows  the  same  idea  applied  to  the 
pulp  feed,  with  the  addition  that  the  pebbles  are  fed  through  the 
same  pipe,  the  pulp  being  injected  with  the  pebbles. 


Water      "^/T 


Fig.  44. — The  Graham  feeder.     (Smidt.) 

Usually  the  discharge  trunnion  is  fitted  with  a  reverse  spiral 
which  conveys  the  pebbles  into  the  mill  against  the  stream  of 
pulp.  Pebbles  may  be  fed  to  the  scoop  on  the  feed  end  of  the 
mill,  but  the  process  is  slow  wiien  feeding  by  hand  and  it  is 
impracticaljle  to  eiicloso  the  feed  scoop  in  a  hnx  and  depend  upon 
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the  scoop  to  pick  up  the  pebbles  without  abnormal  wear  on  the 
Hp  of  the  scoop  or  injury  to  the  box.  Hand  feeding  is  practical 
only  at  the  discharge  entl  where,  as  previously  explained,  there 


Fi(i.    I*).    -TIh"  'I'lioina.x  aiiloiinitir  p«'ltl»lr  f«><H|<»r. 


is  a  reverse  spiral  in  the  Irwiiiiioti.  \':irious  devices  have  l)oon 
employed  t<»  <>ver<'ome  lliis  difUculty  :ind  feed  tlu*  mill  with 
pelibles  by  automatic  feeders.     That  shi»wii  in  I'ig.  ir»,  known  as 
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the  Thomas  feeder  U.  S.  Patent  No.  1045342  and  described  as 
follows,  offers  a  very  good  solution  of  the  problem: 

The  above  device  comprises  a  chute  which  leads  the  pebl)les  up  to  a 
hopper  from  which  they  are  discharged  into  the  spiral  feeder  of  the  mill. 
A  fluted  or  corrugated  roller  delivers  the  pebbles  from  the  chute  into 
the  hopper  supplying  the  mill,  and  it  is  provided  with  projecting  pins 
which  protrude  through  corresponding  slots  in  the  hinged  bottom  of 
the  chute  and  prevent  choking  or  jamming  of  the  pebbles  in  the  chute. 
Movement  of  the  shaft  upon  which  the  roller  is  mounted  is  provided 
by  a  friction  wheel  on  the  shaft  moved  bj'^  a  rope  from  a  lever  actuated 
by  means  of  a  cam  or  eccentric  on  the  casing  of  the  spiral  intake.  The 
movement  of  the  lever  can  be  regulated  and  so  made  to  control  the  move- 
ment of  the  fluted  roll  governing  the  feeding  of  the  pebbles. 
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-The  Anaconda  feeder 


The  pebbles,  after  entering  the  hopper,  are  conveyed  through  an  in- 
clined spout  which  delivers  them  directly  above  the  entrance  opening 
of  the  spiral  feeder,  into  which  they  fall  and  are  conveyed  inside  the  tube. 
The  movement  is  so  .set  that  the  pebbles  will  be  dropped  into  the  intake 
of  the  spiral  feeder  at  the  proper  point  of  the  revolution.  By  means 
of  this  device  the  chute  can  be  maintained  free  of  pebbles,  which  will 
automatically  be  fed  into  the  tube  mill  without  especial  care  on  the  part 
of  the  operator.  The  feeding  being  continuous,  the  replacement  In- 
new  pebbles  more  nearly  ai)pn)xiiiiates  the  natural  rate  of  wear  and 
avoids  the  fluctuating  efficiency  cau.sed  by  allowing  great  wear  to  take 
place  and  suddenly  replacing  it  at  one  time.' 

At  the  Anaconda  concentrating  mill  the  (lfvic(\  Fig.  lb.  was 
succe.s.sfidly  adopted  for  feeding  pebbles  when  it  was  found  im- 
practicable to  feed  the  pebbles  in  the  scdop  l)ox.      The  (lifbciilly 

^Engineering  and  Miniiuj  Joiinml,  \\)r\\  lit,  1 '.•!:{. 
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was  complicated  on  account  of  the  feed  scoop  being  7  ft.  in  diame- 
ter in  order  to  lift  hack  into  the  mill  the  sand  tlischarged  from 
the  Dorr  classifier  and  to  retain  the  necessary  grade  from  the 
classifier  to  the  tube  mill  scoop. 

POWER  REQUIREMENTS 

The  i)o\ver  rccjuirod  to  rotate  a  tul)e  mill  tlej)end.s  upon  the 
speed  of  rotation,  the  weight  of  the  mill,  the  character  of  the 
lining,  the  load  of  pebl)les,  the  consistency  of  the  pulp  anil  the 
character  of  the  power  transmission.  The  following  table  will 
serve  as  a  guide,  and  although  not  complete  in  details  it  may  be 
used  for  making  estimates. 


Size  t 

•f  tube  mill 

Up.  to 

nitiito 

Sppoil. 
r.p.ni. 

I.u.inK 

Load  of  pebbles 

Tonnage 
per  24  hr 

Ft. 

Ft. 

3% 

X 

mi  2 

17.0 

i 

37.50 

3'>,2 

X 

>9,4 

48.0   1 

31 

El  Oro 

100.00 

4 

X 

12 

14.0 

26 

Silex 

24  00 

4 

X 

16 

16.0 

26 

.30  00 

4 

X 

lU 

30.0 

29 

38  00 

4 

X 

Ifi 

:i0-35 

•Mn  stctl 

4 

X 

20 

60.0 

31 

Forbes 

75  00 

iH 

X 

19>a 

50.0 

30 

Kl  Oro 

100  00 

4J-J 

X 

20 

16.0 

20 

30  00 

4H 

X 

20 

43  0 

30 

Silex 

75  00 

iH 

X 

20 

10.0 

20 

Chilled  iron 

30  00 

4?i 

X 

18 

55.0 

25>4 

Ribbed  cast  iron 

77  00 

4«H2 

X 

23 

80.0 

27>i 

El  Oro 

140  00 

4*  '12 

X 

2« 

87.0 

28>i 

El  Oro 

165  00 

5 

X 

10 

78.0 

29 

Globe 

108  00 

5 

X 

16 

60  0 

26 

Smooth  raxt  iron 

S 

X 

18 

48.0 

26 

Ribbed  rnitt  iron 

5 

X 

18 

60  62 

26 

Smooth  cnht  iron 

5 

X 

20 

40.0 

26 

El  Oro 

5 

X 

20 

50  0 

26 

El  Oro 

50  00 

5 

X 

22 

42  5 

27 

El  Oro 

52  00 

5 

X 

22 

42.5 

27 

Smooth  runt  iron 

55  00 

6 

X 

22 

45- 4S 

4  in.  nilrx 

73.40 

8 

X  22 

60  0 

24 

Soil  •tori 

125  00 

5 

X 

22 

54.0 

28 

El  Oro 

Mmjvc  renter 

69.40 

6 

X  22 

50 . 0 

27 

(>  in   slxtve  center 

8A.7S 

5 

X 

22 

85  0 

32 

4  in.  nilcK 

05.00> 

A 

X 

22 

H<»  W) 

32 

El  <  »ro 

90.00* 

5 

X 

24 

.V.O 

20 

El  Oro 

121  00 

n 

X 

20 

m  08 

25 

4  in   iiIpx 

.J  in  altuve  centrr 

244  00 

>  I-UUniated. 


The  list  I  if  .')  Iiy  22  ft.  is  the  most  inter(<.«<tiiiK  a.s  it  shows  that 
tlic  iiicrcasrd  tnnii.'igc  »tbt:iiiifd  by  carrying  the  loatl  nUive  the 
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center  involves  but  a  slight  increase  of  power:  it  also  shows  the 
increase  of  power  required  when  the  mill  is  revolved  at  32  r.p.m. 
To  compensate  in  power  for  rotating  the  mill  at  32  instead  of  27 
r.p.m.  the  tonnage  should  be  at  lea.st  double  that  at  the  latter 
speed. 

The  mistake  is  too  often  made  of  underestimating  the  amount 
of  power  required  to  start  and  run  a  tube  mill.  The  mill  nmst  be 
started  from  rest  with  the  pebbles  imbedded  in  mud  and  even  if 
the  mill  is  rocked  back  and  forth  with  a  clutch  the  power  required 
to  start  the  mill  is  far  above  that  required  to  keep  it  running  once 
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i       2       '6       i       5       6       7       S       9      10     11     12     la     14     15     Iti     17     18     la    20 
Seconds  of  Time 

Fig.  47. — Curve  showing  ampheros  required  to  start  and  run  Xo.  3  Hardingc 
mill.     Winona  stamp  mill. 


it  has  attained  its  maximum  velocity.  The  diagrams,  Figs.  47 
and  48,  given  to  me  by  H.  H.  Seeber  of  the  Winona  (\)ppor  Co. 
show  the  starting  current  of  the  motors  used  to  start  two  sizes 
of  Hardinge  conical  mills.  It  will  be  <)l)served  from  the  curve 
that  for  the  first  5  sec.  the  motors  must  l)ear  a  great  overload. 
At  the  Liberty  Hell  mill  a  7')-hp.  motor  is  used  to  start  the  o  by 
22-ft.  mill  while  the  running  load  varies  from  45  to  48  hp. 
Probably  the  75-hp.  motor  takes  at  least  a  25  per  cent,  overload 
to  start  the  mill  from  rest.  .\t  the  Montaiia-Tonopali  a  5  by 
2()-fl.  mill  n'(|uiics  (K)  hp.  to  start  :iii<l  12' j  hp.  to  keep  ruiuiing. 
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W'c  luuy  consider  that  u  tube  mill  icciuiri'.s  twice  the  amount  of 
power  to  start,  that  it  requires  to  keep  it  running. 

If  the  source  of  power  is  an  electric  motor  this  overload  must 
be  provided  for  in  the  rated  capacity  of  the  motor  and  in  its 
guaranteed  overload  for  a  given  time;  if  run  by  an  explosive  gas 
engine  the  flywheels  nmst  be  of  sufhcicnt  weight  to  store  up  the 
momentum  necessary  to  start  the  mill  without  killing  the  engine. 
The  momentary  overload  capacity  of  an  electric  motor  being 
lii<;ii  and  that  of  an  internal  (••ymbust ion  engine  being  low,  it  is 


1       2       3       4       5       6       7      8       9      10      11     12     13      11     15     16     17     18     19    SO 
SeconJs  of  Time 
Vui.   4.S. — Ciirvf  sliiiw  inn  aiiiprrcs  rccpiiri'd  to  start  iiiiii  run  N«>.  1  Il!ir(linii(* 
mill.      Winona  stamp  mill. 

n<»t  necessary  !••  ha\e  a  ll\  wheel  with  I  he  foiiner.  as  it  is  essenti.'il 
with  the  latter. 

.\.  .M.  .Merton'  gives  the  following  formula  for  calculatii  g  tin* 
power  re(|uired  to  revolve  a  tube  mill  when  (iO  |H'r  cent,  of  the 
volume  of  the  mill  is  oecaipied  with  pebbles,  moisture  in  foccj  38 
to  10  per  eetit.  and  the  peripheral  velocity  of  the  mill  4(M)  ft. 
|)i-r  minute. 

Hors«'|)ower  =  0.2')  X  cu.  contents  in  feet  (of  jH'bblej*). 

This  is  a  ni'ar  approximation  and  linures  out.  for  a  .'>  by  22-ft. 
null,  .V2  hp. 

'  Mining  and  Kngintcnng  World,  Juiu-  I  t,   l*.)i;i. 
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When  stopping  a  tube  mill  it  is  well  to  thin  out  the  pulp,  as 
this  will  help  to  start  the  mill  from  rest,  and  when  starting  the 
mill  it  should  })e  flooded  with  water  or  solution,  as  when  at  rest, 
the  solution  runs  out  of  the  mill  leaving  a  thick  mud  which,  with 
the  pebbles,,  forms  an  almost  solid  load. 


APPLICATION  OF  POWER 

The  means  by  which  a  tube  mill  is  made  to  revolve  as  well  as 
the  position  of  the  driving  mechanism  in  respect  to  the  feed 


Fig.   49.— Bflt-drivon  o  by  22-11.  tutic  luill  :it  tlic  Tcchatticup  mill. 

and  discharge  openings  appears  to  be  a  matter  of  iii(H\i(Uial 
l)ref('i»ence,  as  shown  by  the  pinion  sliaft  (h-iven  by  belts,  Fig.  40, 
silent  ciiains.  Figs.  50  and  51,  and  motors  (hrect-connectcd  to  the 
pinion  shaft,  Fig.  52.  Some  operators  have  changed  from  belts  to 
gears  ostensibly  because  the  bells  have  given  trouble  by  slipping 
but  more  likely  due  to  not  having  the  Ix'lt  wide  enough;  some 
have  changed  from  gears  (o  belts  because  the  gears  have  given 
poor  service.  We  .see  .some  machines  driven  from  the  feed  end 
and  some  from  the  discharge  end  of  the  mill.  lM)r  convenience 
in  being  out   of  the  \v;iy  of  possible  splash  ami  dirt    the  latter 
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method  is  preferred.     Both  the  HardiiiKc  iiiill  iUiistrated,  Fig,  52 
and  the  cylindrical  mill,  V\\i.  11.  are  driven  from  the  (Hscharge 


-j^C 

^iS 

kn 

Fic.  50. — T.j  llj).  chain  diiviiij^  tul)f  mill  al  llio   Mexican   (lolil  aud  Silver 
Mining  Co.  mill,  Virginia  City,  Xev. 

end.     In  some  ca.sies  mills  have  been  diixcn  hy  two  parallel  belts 
fnnn  both  ends.     All  the  up-to-date  mills  are  driven  from  the 


1j.. 


...u  .h 


pinion  shaft  l)y  hrrringbonc  y,v\\\>  unit  ti  in  iin-  <  .i-c  oi  tiic  llanl- 
inn«'  mills  is  .said  to  cfTrct  a  saving  of  at  \vi\s\  l.'i  |M>r  cent,  in 
|M)\vcr.     The  advantage  of  this  tvjH*  of  gear  is  not  only  thut  it 
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saves  power  but  not  being  subject  to  the  amount  of  vibration  in 
the  ordinar}'  tooth  gear,  it  allows  a  motor  to  be  direct-connected 
to  the  pinion  shaft.     Care  should  be  taken  that  the  soar  i?  prop- 


FiG.  52. — Direct-connected   HardinRe  mill   driven  by   hcrringlxjiie  gears. 
Baltic  mill,  Michigan. 

erly  installed  in  the  first  place  or  the  advantages  claiine(l  will  not 
materialize. 


Fici.   M. — 'I'irc  and  IniiiiiiKii  liilx'  mill. 


Mistakes  are  frcfjucnliy   inailc  of  u^ing  belts  tm   tlic   |)iiii(m 
shaft,  which  are  entirely  too  narrow  to  pull  the  null   without 
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stretching  the  belt  to  the  point  of  ruin,  f(jr  it  must  be  remembered 
that  the  belt  must  be  wide  enough  to  start  the  mill  from  rest, 
an  effort  which,  as  we  have  seen,  requires  about  twice  the  power 
necessary  to  keep  it  going.  A  o  l)y  22-ft.  mill  with  a  54-in. 
pulley  on  the  pinion  shaft  reciuircs  a  14-in.  belt,  but  designers 
will  persist  in  recommending  10  and  12-in.  belts  for  this  work, 
and  then  blame  the  belt  for  slipping.  There  is  no  economy  in 
narrow  belts  for  this  heavy  work  even  if  doubled;  it  is  better  to 
have  a  wide  belt  in  the  beginning  with  the  pulleys  of  proper 
proportions  and  save  trouble. 

A  tube  mill  must  be  started  with  a  clutch  on  the  countershaft, 
pinion  shaft  nr  engine.     Tf  the  ciigitjc  I'lins  imthinir  but  the  tube 


Fi(i.   'iA. — Tirc-and-tninnion  iii(>uiit«><l  l>!ill  mill. 

niill.  the  ciigiiic  shaft  is  a  good  plan-  for  the  chitrh:  ot herwi.M'.  it 
is  belter  on  the  pinion  shaft  or  countershaft.  Wherever  it  is 
placed  it  should  be  of  suflicient  strength  to  start  the  mill  from 
rest  whicji,  in  the  case  of  a  ')  by  22-ft.  mill,  means  a  clutch  rateti 
at  100  hp.  or  over.  .\ny  clutch  below  this  capacity  for  this  size 
»if  mill  will  last  but  a  short  time. 

The  Miili  iiia\'  be  r<'Volve(|  on  t  ires  or  on  t  ruimions  or  both.  For 
a  long  mill  such  as  a  22-ft.  mill,  tires  are  pref(>rred  l>ecaus«>  the 
weight  can  be  better  dist ribut«'d,  resulting  in  le.«<><  thickne.'^s  of 
shell,  .and  there  being  less  friction  «»n  a  (>-ft.  diameter  tire  run- 
ning on  rollers  than  on  trurmions,  le.s.s  power  is  required  to  rotate 
the  mill.  I'Or  a  mi*dium-si/.e  mill,  such  as  those  IS  ft.  long,  n 
condtination  of  tire  and  trunnion  illustrated  in  Fig.  53  limy  l)C 
used  or  a  ball  mill,  i'lg.  .'>!  ma\   Im-  mounted  in  the  .same  way. 
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If  a  tire-mounted  mill  is  ordered,  it  is  essential  to  specify  that 
the  tires  and  rollers  be  made  of  steel  either  rolled  or  cast  and  not 
of  cast  iron.  The  inner  ring  should  be  ri vetted,  not  bolted  and 
there  should  be  no  sign  of  a  leak,  for  the  least  bit  of  grit  on  the 
rollers  soon  ruins  them.     The  roller  shafts  should  be  lubricated 


Fiu.  55. — Abbe  bed  plate  for  tire-iiiuunted  tulic  mi 


with  a  good  grade  of  grease  but  the  surface  of  the  tires  and  rollers 
should  be  oiled  with  heavy  black  oil.  Fig.  55  shows  the  Abb^ 
style  of  tube  mill  bed  plate  with  supporting  rollers,  thrust  rollers 
and  countershaft  bearings  for  the  drive  end  of  the  mill.  The 
thrust  rollers  are  for  the  purpose  of  preventing  the  mill  from 
sliding  off  the  supporting  rollers,  but  a  well- 
balanced  mill  should  float  on  the  rollers  and 
not  touch  the  thrust  rollers  at  all.  Remem- 
bering that  the  mill  will  travel  toward  the 
rollers  that  are  spread  apart  the  mill  may  be 
made  to  travel  either  way  on  the  rollers  by 
turning  an  adjusting  .screw  a  fraction  of  a 
turn.  The  rollers  should  be  placed  at  an 
angle  of  120°,  as  shown  in  Fig.  50.  I,-,,;    -)(). —  Proper 

Fig.   57   illustrates   a   mill    made    by   the  anvil's  for  rollers    on 
n,.  ^  /-,         ,1  I     ■         ■  i.    tire-inou  II  led      tvibe 

Stearns  Roger  Co.,  the  same  bemg  m  use  at  ,„i|| 

the    Liberty    Bell    mill,   Colorado.      In    this 

mill  the  thrust  rollers  are  abs(>nt  and  in  their  |)lace  we  have  a  rim 

on  the  tires  about    1  in.  deep  made  of  f(»igcd  steel.     This  is  an 

improvement   ix'cause,  if  the  shaft   of  a  thrust    bearing  siiould 

break,  there  is  nothing  to  prevent  the  mill  from  luiiniiig  oil"  the 

tires,  and  such  accidents  may  happen  at  any  time. 
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With  any  type  of  bearing  the  mill  should  he  revolved  in  the 
direction  that  will  lift  the  gearing  on  the  mill  and  press  down  that 
of  the  pinion  shaft  in  order  to  avoid  strains  on  the  foundation 
bolts  of  the  boxes. 

Roller  bearings  have  not  generally  been  applied  to  tube  mills 
because  the  usual  mill  is  too  heavy  for  this  class  of  bearing  but 
there  is  no  reason  why  a  medium-size  mill  run  on  tires  should 
not  be  so  provided.  At  the  St.  John  del  Key  mill,  Brazil  roller 
l)oarings  were  put  on  the  tube  mills  with  an  estimated  saving  of 
7  hp.  This  is  quite  an  item  and  it  would  be  well  for  manufactures 
to  pay  more  attention  to  this  point. 


I'k;.  ."(7.  -TuIh'  mill  witli  rim  mi  iiiv.s. 


COST  OF  OPERATING 

'{"he  cost  of  grinding  ores  with  a  lube  mill  inchHJes  the  three 
usmmI  items  of  power,  material  and  labor.  The  power  as  a  rule 
Ixiiig  the  greatest  item  of  expense,  every  precaution  should  be 
taken  to  projxMtion  the  factors  already  discussed  to  obtain  the 
maximum  result  with  the  miniriiuiii  expenditure  of  fuel,  and  the 
type  of  transmission  of  pnucr  to  tlic  driving  gears  should  l>c 
S('lc(t(<l  for  clficicncy  with  the  first  cost  a  .><econdary  considera- 
tion. The  cost  f(»r  material  should  be  only  for  the  lining  and 
pebbles,  but  renew ;il  of  tires  and  gears  are  j)ft«'n  reipiired  duo 
more  to  carelessness  in  operating  than  to  actual  wear  of  material, 
('hitches  an*  often  used  for  sIkmI  periods  and  discarded  Ikmhr 
too  weak  to  stand  the  starting  strain  of  the  mill,  or  U'lts  are  used 
loo  narrow  for  the  work  recpiired  and  must  ln'  .abused  by  stretch- 
ing or  "doping"  until  unfit  for  further  w«»rk.  .\  well-dosigneti 
and  well-operated  lube  mill  will  re(|uire  but  little  ex|>«'ii.*<e  outside 
of  the  pebbles  and  lining,  but  on(>  that  is  neglected  or  abu.*HM|  will 
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need  frequent  repairs  and  renewals  of  all  the  parts.  The  cost 
for  labor  outside  of  that  required  for  relining  the  mill  is  a  negli- 
gible quantity  as  the  mill  is  usually  run  in  connection  with  other 
crushers  and  the  same  labor  may  look  after  the  tube  mill,  for 
outside  of  oiling  and  charging  the  new  pebbles  there  is  little  work 
required  until  the  mill  is  ready  to  be  relined.  At  a  certain  mill  in 
Nevada  the  labor  cost  amounted  to  over  30  cts.  per  ton  due  to 
poor  operating  and  poor  construction.  The  cost  per  ton  of 
grinding  in  this  mill  is  so  abnormal  that  I  have  not  included  it  in 
the  list  which  follows. 

The  cost  of  grinding  ores  by  the  tube  mill  may  be  gaged  by  the 
following  list  of  mills  grinding  gold  ores  to  practically  —  200-mesh 
screen,  except  in  the  case  of  the  Homestake  where  —  100  is  sought . 


Mill 


Cost  per  ton 
of  ore  ground 


Remarks,  costa  per  ton 


Homestake,  South  Dakota     .  .  §0 .  3285 

Oroya  Brownhill,  W.  A 0.4210 

Hannas  Star,  W.  A 0 .  4360 

Yuanmi,  W.  A 0.3600 

Waihi  Junction,  N.  Z 0.2800 

Dos  Estrallas,  Mexico 0. 1560 

El  Oro,  Mexico 0.2630 

Lucky  Tiger,  Mexico 0 .  3580 

HoUinger,  Canada 0.2770 

Dome,  Canada 0 .  5000 

Liberty  Bell,  Colorado 0 .  0769 

Gold  Roads,  Arizona 0 .  5000 

Montana-Tonopah,  Nevada..  0.6500 

Goldfield  Con.,  Nevada 0.2080 

West  End  Con.,  Nevada 0. 4920 

Mac  Namara,  Nevada 0 .  52.30 

Nevada  Hills,  Nevada 0.29.30 

Nevada  Wonder,  Nevada 0 .  2120 

Alaska  Treadwell 0 .  4300 

Commonwealth,  Arizona  0.3390 

Black  Oak,  California 0. 1380 

Gold  Hunter  Mill,  Idaho 0.0730 


Power  cost  7.. 59  cts. 
Power  cost  9.9  cts. 

Power  cost  6  cts. 

Power  cost  12  cts.  (1907). 


Silent  chain  drive. 
Power  not  included. 


Grinding  concentrates,  power 
cost  12.79  cts. 

Feed  94  per  cent.  +35-niesh, 
discharge  30  per  cent.  —200 
(1915). 


As  this  last  item  shows  an  unusually  low  cost  for  tube  mill 
grinding  even  with  30  per  cent.  —  200-mesh,  a  further  analysis 
may  be  of  interest. 
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Nine  months  operation  vintil  lining  was  changed,  o  by  14-ft.  tube  mill 

Pebbles  per  ton  of  ore  cnished $0  0120 

Lining  per  ton  of  ore  crushed  (El  Oro) 
Repair  labor  per  ton  of  ore  crushed .  .  . 
Power  per  ton  of  ore  crushed 

Total 


0 

0197 

0 

0003 

0 

0410 

?n 

0730 

Man  running  tube  mill  also  looks  after  12  vanners,  two  Wilfleys, 
one  pump,  two  sets  of  rolls  and  two  elevators.  The  mill  grinds 
approximately  to  30-mesh  with  feed  17.5  per  rent,  on  (i-nu'sh 
for  an  average  of  30  hp. 

The  cost  sheet  of  the  regrinding  plant  at  the  Homestake  mine. 
South  Dakota,  is  here  given  as  being  of  particular  interest.  The 
feed  contains  25  per  cent,  on  oO-mesh  screen  and  is  grouinl  with- 
out classificatif)n. 


RK<jRixr)ix(i  Pla.vt  Oper.\tino  Cost.s  kok  101  t 


Cost  per  ton  fed  to 
tube  mills 

Cost  per  Ion  reduced 

to  puAs  l(X>-nieah 

sieve 

Labor 

$0 .  04«»t> 
0.02')0 
0  0074 
0  (1037 
0  0077 
().00J'.> 
0.02»)2 

$0.1289 

Pebbles  and  liners 

0.0673 

Itenewals,  mills  and  cones 

0  0193 

Machine-shop  service 

0  0096 

Silver-plating 

0  (V2(H) 

Sundries 

Pciwfr 

0  (K)7') 
0.0759 

'!"..t,il 

S:(l    IJtll 

$0  32S.'i 

Hcgiiiidiiig  the  f's-mesh  steam  stamp  |)roduct  at  the  Winona 
mill,  .Michigan,  the  Hardinge  conical  mills  in  191  I  sliou.-l  tb,. 
following  results: 


C'oitta 
P«»wer  ut  1.0.')l  (Ms.  per  kil«i\\!itt-luMii 

I.aibor 

Pebbles  at  U.8  ct.  per  pound 
Silex  lining  at  1.436  ct.M.  \wr  p<)iiii<l 
Sterl  lining  at  .'i  242  rt.n.  per  poutui 
Sundry  i'hiirg<s 


('mix  |M<r  Ion  grounJ 

13  64 

0  6.'> 

2  0.S 

0  09 

0  .33 

0  43 


Total 


17  22 
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It  is  possible  to  reduce  the  cost  of  tube  mill  grinding  at  the 
expense  of  the  primary  crusher,  but  the  careful  millman  will 
so  proportion  the  work  of  his  various  machines  that  the  whole 
cost  of  reduction  will  be  at  the  lowest  compatible  with  economical 
extraction  of  metal. 

The  output  of  a  tube  mill  will  average  about  10  tons  of  ground 
sand  per  ton  of  pebble  charge  per  day,  so  that  knowing  the  inter- 
ior dimensions  of  the  mill  and  the  line  at  which  the  load  of 
pebbles  is  kept  we  ma^'  find  the  weight  of  pebbles  in  the  mill  by 
the  table  already  given  and  by  multiplying  by  10  we  arrive  at 
an  approximation  of  the  amount  of  sand  ground  to  say  85  per 
cent.  —  200-mesh,  which  is  an  average  screen  analj'sis. 

The  output  per  horsepower  will  vary  with  the  size  of  feed  and 
discharge.  Grinding  to  90-mesh  as  practiced  in  South  Africa 
the  capacity  is  commonly  reckoned  at  IJ-2  tons  per  horsepower, 
while  the  El  Oro  output  at  150  to  —200-mesh  will  average  1.2 
tons  per  horsepower.  The  following  list,  taken  from  data  at 
hand,  is  approximate. 


Mill 


Tonnage  per 
horsepower 


MiU 


Oroj'a  Brownhill 
Hannas  Star. . .  . 

Waihi 

Dos  Estrallas 
Guanajuanto. . . . 
Conecopia 


2.0  !  Liberty  Bell 

1 . 2  Montana-Tonopah 

1.4  Nevada  Wonder.  . 

2.2  .\laska  TreadwcU 

1 . 7  Standard 

1.0  North  Star 


Tonnage  per 
horsepower 


1.5 
1.3 
1.3 

1.5 
2.5 
1.8 


For  an  average  quartz  ore  grinding  to  the  usual  mesh  for 
cyaniding  we  would  consider  1.4  tons  per  horsepower  to  be  a 
fair  average. 

The  following  table  shows  the  cost  of  tube  mill  griinling  com- 
pared with  the  cost  of  crushing  with  primary  and  intermediate 
machinery.  This  table  maj'  be  useful  when  it  is  desired  to  have 
a  means  of  comparing  the  cost  of  grinding  with  a  lube  mill  in 
place  of  stamps. 

Cost  Pku  To.v 


In  this  table  a  few  figures  will  be  found  showing  the  (mi^i  per 
ton  of  stam[)ing  in  compari.son  with  coarse  crushing  in  a  rock 
breaker  and  fine  grinding  in  tube  mills. 
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Plant 


Rock-     ^,    „         Tube 
breaker!  "^'"P"!     mill 


Total 

mill 

expense 


Homestake $0  0000  $0.3460  $0.2570 

Goldfield  Con 0.0380  0.1330  0.1040  $1,652 

West  End.  Tonopah 0.1030  0.2480  0.4920 

Hollinger 0.0730  0.1810  0.2770,  1.493 

Wonder,  Nevada 0.1210  0.2950  0.418o[  3.760 

Liberty  Bell 0.0725  0.1908  0.0709; 

Lake  View.  W.  .\ 0.0500  0.3500  0.3500  2.4.30 

McN'aniara,  Tonopah 0.1700  0.3400  0.5230  3.299 

.A,la.ska  Treadwell 0.0210  0. 1380  0.230 

Yuani,  W.  A 0.1060  0.3130  0.8070  1.524 

Belmont.  Tonopah  0.1120  0.3500  0.4390  3.328 

Black  Oak.  California 0.0121  0.1126  0.0533  1.729 

Nipissing  L.-g.,  Ontario 0.1350  0.2380  0.5000 

Nevada  Hills,  Nevada  0.0520  0.2400  0.2930  2.622 
Pittsburg        Silver        Peak. 

Nevada 0.3140 1.210 

Motherlode.  B.  C.  i)  0100  0.1130  0.1180  1.398 


Remarks 


Chilian  0  20. 

$0,077  amalgamation. 


Power  not  included. 


$0,044  amalgamation. 
$0.08  amalgamation,  1915. 


COST  OF  INSTALLING  TUBE  MILLS 


The  following  table  written  for  the  Etujinccring  anil  Mining 
Jourmil  ])y  I'eicy  K.  ]^;iil)()Ur 

"gives  (letail.s  of  tuljc  mill  specitications  and  quotations  made  to  a  large 
mining  and  milling  company  in  Pachuca  some  time  since.  The  prices 
arc  in  U.  S.  currency,  and  have  been  reduced  to  prices  per  pound  of 
tube  mill  complete,  f.o.b.  factory,  and  prices  per  cubic  foot  of  charge 
when  full  to  2  in.  above  the  center  line.  This  gives  two  interesting 
methods  of  com|)aring  the  (juotations.  Mill  D  was  selected,  partly  on 
account  of  price,  alth(nigh  it  was  not  the  lowest  in  cost,  and  partly  on 
account  of  superiority  in  certain  meciianical  features  and  construction." 
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98  TUBE  MILLING 

The  cost  of  erecting  a  o  by  18-ft.  f  Jates  tube  mill  at  the  Gold- 
field  Consolidated  is  given  as  follows: 

Weight  of  mill  25,287  11).  imlincd,  without  motor. 

Invoice  (including  chain  drive)   .  $1. 910  00 

Freight (i.")0. 73 

Labor  (erection) 207.55 

Supplies  (erection) 114. 13 

Labor  (foundation).    .  298.45 

Supplies  (foundation^ 258.94 

Labor  (lining) 1 11 .  35 

Supplies  (lining)  301.64 

$3,942.79 

Cost  of  erecting  two  tube  mills  5  by  16  ft.  at  Portland  mill,  Colorado. 

Invoice $2,170.00 

Labor 841.26 

Lumber 63 .  39 

Rods  and  bolts 42.78 

Cement 190.00 

Electric  supplies 88.20 

Motor 806.46 

$4,107.73 

Cost  of  erecting  0  by  20-ft.  tube  mill  at  the  Nipissing  mill,  $3,023.00. 
Weight  45,375  11). 

TUBE  MILL  FOUNDATIONS 

In  placing  of  tube  mill  foundations  the  engineer  must  consider 
stresses  due  not  only  to  static  forces  but  also  to  dynamic  forces, 
as  the  dynamic  forces  or  those  due  to  impact  and  vibration  are 
more  important  than  those  due  to  steady  compression  or  tension. 
The  il\  namic  stresses  being  far  in  excess  of  thos«'  <lue  to  the  weight 
of  the  mMchinery  alone,  instead  of  allowing  a  factor  of  safety  of 
3  to  f)  as  in  ordinary  structural  work  we  must  increase  this  many 
times  to  ol)tain  a  foundation  that  will  stand  the  vibratory  move- 
ments due  to  the  shifting  of  the  load  within  the  mill. 

The  greatest  compressive  stress  on  the  ba.H*  of  a  tub»'  mill  of 
average  weight  is  not  over  1(1  lb.  per  s<|uare  inch,  while  the  usual 
mixtun*  of  concn'te  used  in  such  construction  will  stand  a  com- 
pressive stress  of  2,  KM)  lb.  per  s<|uari'  inch  or  240  times  that 
due  f(»  the  weight  of  the  mill  alone.  This  may  in  a  sense*  Ix*  con- 
sidered a  factor  of  safety  of  210.  The  Boston  building  laws 
allow  pressun-s  on  coiuTet*'  structures  of  not  more  than  .'».')  lb. 
per  s(|uare  inch  while  the  ("ity  of  New  ^drk  allows  200  lb.  per 
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square  inch.  If  we  take  the  Boston  limit  we  have  then  a  factor 
of  safety  of  5}^  above  that  allowed  in  that  city.  Kent  says  that 
when  the  stresses  are  of  a  complex  character  and  of  uncertain 
amount,  a  very  high  factor  is  necessary,  possibly  even  as  high  as 
40.  He  gives  us  to  understand  that  unless  the  strength  of  the 
material  is  known  and  the  forces  it  must  withstand  are  known, 
whatever  factor  of  safety  is  assumed  is  a  "factor  of  ignorance." 
So  with  concrete  mixtures  that  must  withstand  dynamic  stresses 
our  factor  of  safety  is  a  factor  of  ignorance  because  we  have  no 
standard  tests  for  concrete,  reinforced  or  otherwise,  that  will 
give  an  idea  of  the  capabilities  of  the  material  for  withstanding 
vibratory  forces. 

Without  the  advantage  of  d\'namic  tests  on  concrete  specimens 
I  would  not  apply  any  rigid  rule,  but  it  appears  reasonable  from 
the  nature  of  the  movements  within  a  tube  mill  to  place  this 
factor  at  100,  for  the  concrete  itself,  but  a  foundation  may  fail 
from  not  being  anchored  to  the  bedrock  or  from  not  having  the 
base  cover  enough  area  to  prevent  the  structure  from  tumbling 
over  or  "creeping."  Fig.  58  illustrates  three  forms  of  concrete 
foundation  for  a  5  by  22-ft.  tire-mounted  tube  mill.  A  is  a  tube- 
mill  foundation  erected  in  1915  which  was  most  un.>jatisfactory, 
the  whole  pillar  moving  and  cruml^ling  from  the  vibrations  com- 
municated to  it.  The  designer,  probably  to  save  a  little  concrete, 
lessened  the  base  area  with  a  hole  through  the  center.  \\'hat  was 
required  was  an  extended  base  area  with  the  pillar  firmly  anchored 
to  the  bedrock  as  in  illustration  B.  The  repair  actually  made  was 
as  shown  in  C,  the  concrete  being  extended  from  pillar  to  pillar, 
forming  one  solid  base  and  well  anchored  with  numerous  rod.s. 
If  the  foundation  had  been  made  as  shown  in  B,  it  is  probable  that 
no  movement  would  have  taken  place,  the  joining  of  the  two 
pillars  into  one  block  being  unnecessary. 

Concrete  plays  such  an  important  part  in  tul»e  mill  work  that 
a  few  words  on  the  subject  may  not  be  out  of  place,  for  whether 
we  have  a  foundation  to  erect  or  silex  i)locks  or  pebbles  to  cement 
in  a  mill  the  nature  of  cement  and  its  mixture  with  rock  and  sand 
to  form  a  concrete  should  be  understood. 

In  considering  concrete  foundations  we  must  recognize  that 
the  human  factor  plays  a  greater  part  than  where  steel  or  timber 
is  used,  for  these  products  conu'  to  us  with  known  (lualities  while 
concrete  has  but  one  ingredient  (cement)  of  the  three  that  is 
known  and  we  must  depend  upon  a  proper  .selecti(»n  of  sand  and 
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rock  and  the  luelhod  of  mixing  an<l  placing  it  to  the  judgment 
of  some  one  who  may  or  may  not  know  the  experiences  of  others. 
The  faihires  in  concrete  structures  are  seldom  due  to  miscalcula- 
tions of  compressive  stresses  but  to  the  results  of  vibratory  forces 
and  it  is  imperative  that  the  human  factor  be  elert  in  taking 
every  jirecaution  to  make  a  good  concrete  and  to  form  strong 
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bonds  bclwccM  the  machincrv  and  the  concrctr  and  the  concrete 
and  the  bcdntck.  Some  foundations  fail  from  lack  of  care  in 
selecting  sand  and  rock.  To  insure  against  this  contingt'iicy 
blocks  «>f  concrete*  should  l>r  made  of  tin-  materials  it  is  intended 
to  use  and  subjected  to  physical  tests. 

Small  sizes  of  concrett'  mixi'rs  run  by  ga.xolent-  or  steam  engines 
are  so  readily  obtained  at  small  cost  thai  it  will  pay  to  u.***'  a 
mixer  even  for  a  small  job,  but  no  doubt  many  millwrights  will 
jjrefer  to  mix  by  hand  where  but  a  small  amount  of  concrete  is 
to  be  placed. 


GENERAL  DESCRIPTION  101 

For  convenience  the  cement  in  concrete  is  often  spoken  of  as 
the  matrix  while  the  sand,  gravel  or  crushed  stone  is  designed  the 
aggregate.  The  cement  should  be  kept  in  dampproof  storage 
until  ready  to  be  used,  and  then  used  immediately,  as  rain  or 
dampness  causes  it  to  set  prematurely  and  renders  it,  if  not  use- 
less, at  least  undesirable  for  good  work. 

Concrete  should  always  be  mixed  fresh;  that  which  has  been 
mixed  over  }i  hr.  has  an  initial  set  and  should  be  rejected.  The 
sand  should  be  hard,  and  angular  and  when  it  contains  over  5 
per  cent,  fine  dirt  is  should  be  washed  or  screened.  The  broken 
stone  should  be  hard  and  sound  and  should  be  washed  before 
using  to  remove  all  dirt  or  dust,  so  that  the  cement  may  adhere 
to  the  surfaces.  If  a  particularly  rich  mixture  is  required  for 
finishing  the  top  of  a  structure  the  cement  should  be  mixed  with 
sand  in  the  proportion  of  2  or  3  of  sand  to  1  of  cement. 

Cement  will  not  readily  take  up  any  more  water  than  is  neces- 
sary for  mixing  (16  per  cent,  by  weight  is  neces.sary  for  thorough 
combination) ;  the  excess  will  come  to  the  top,  and  does  no  harm 
unless  carried  to  the  extreme,  causing  a  separation  of  the  cement 
from  the  aggregate,  thereby  weakening  the  mixture.  A  good 
way  to  judge  of  the  right  proportion  of  water  is  to  fill  a  mold  with 
the  mixed  concrete,  when,  upon  striking  the  surface  of  the  ma.ss 
with  the  flat  of  a  shovel,  it  will  quake  like  jelly  and  water  will 
appear  at  the  point  struck.  Wet  concrete  takes  longer  to  set 
and  eventually  becomes  harder  than  when  the  water  is  only  in 
quantity  sufficient  to  create  adhesion.  Concrete  of  this  latter 
description  should  be  well  rammed  until  water  comes  to  the  sur- 
face. While  setting,  concrete  should  be  kept  wet,  for  this  retards 
the  setting  and,  as  stated  in  regard  to  wet  concrete  it  produces  a 
more  lasting  structure.  It  is  not  necessary  for  any  piece  of  work 
to  be  of  the  same  proportional  composition  throughout,  for  the 
richness  of  a  concrete  should  be  proportioned  to  the  strains  it 
nmst  bear;  for  example,  the  i)ase  of  a  foundation  being  usually 
larger  than  the  top  may  be  made  of  a  poorer  mixture. 

If  concrete  must  be  placed  in  freezing  weather,  it  is  better  to 
keep  the  structure  above  the  freezing  point  with  fires  than  to 
lower  the  freezing  point  with  salt.  If  the  sand  and  rock  aic 
frozen,  hot  water  may  be  poured  upon  them  before  mixing.  ( "on- 
crete  may  even  be  made  with  hot  water,  a  safe  limit  being  1 ')()°F. 
but  hot  cement  sets  (piickly  and  is  not  so  strong  as  a  slow  setting 
concrete  made  with  cold  water. 
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To  make  a  concrete  of  niaxiinuin  strength  it  is  necessary  to 
know  the  amount  of  air  space  or  ''voids"  in  the  sand  and  rock 
for  the  spaces  in  the  sand  must  he  filled  with  cement  and  those 
in  the  rock  witli  the  cement  and  sand  mortar.  To  find  the 
amount  of  voids  in  the  rock  or  sand  weiph  a  l)ucketful  and  then 
the  amount  of  water  to  cover  when  levelled  off.  Knowing  the 
specific  gravity  of  the  mateiial  we  may  find  the  amount  of  voids 
bv  the  following  formula: 

W 

where  U'  is  tiic  wcif^ht  of  the  wafci-,  h'  flic  weight  of  the  rock  or 
sand  and  SG  its  specific  giavify.  Another  method,  avoiding  the 
necessity  of  knowing  the  specific  gravity,  may  be  devi.«!eil  as 
follows:  Suppose  we  fill  a  bucket  with  water  and  weigh  the  water 
in  the  bucket,  which  will  be  the  weight  of  the  bucket  and  water 
less  the  weight  of  the  bucket.  Now  fill  the  bucket  with  rock  or 
sand:  catch  and  weigh  the  water  overflowing  which  will  l)e  the 
amount  of  wafer  disjjlaced  by  the  rock.  The  amount  of  water 
remaining  in  the  bucket  will  be  that  occupying  the  air  spaces. 
To  find  the  proportion  of  voids  use  this  formula: 

W  -  w 
\V 

where  W  is  the  weight  of  the  bucketful  of  water  and  ir  the  weight 
of  the  water  displaced. 

'i'o  illustrate  we  will  consider  that  the  weight  of  the  rock  is 
SO  lb.,  file  amount  of  water  needed  to  cover  this  is  M)  lb.  and  the 
specific  m.ivit  V  of  the  rock  'i.oO.     I'sing  the  first  formula  we  have 

^         or  lS..i  per  cent,  voids. 

2.5  +  •^*' 
The  .sand  by  fhe  .same  process  has  shown  10  per  ct'iit.  voids; 
therefore  the  concrete  will  re<|uire  for  *'ach  1(K)  parts  of  rock  by 
vftlume.  AH.'.i  parts  of  .sand  and  I'.l.i  parts  of  cement,  this  InMnR 
JO  p«'r  cent,  of  4S..'i.  The.se  ingn-dients  will  repre.s«'nt  a  mixture 
of  I  cement  :  2.r»  .sand  and  .').!  rock  or  familiarly  1  :2.r>:5.l. 
This  mixtiuc  will  stand  a  compressive  strain  of  about  2.(HK)  lb, 
to  the  s(|uan'  inch. 

To  <il)tain  maximum  strength  in  concrete  the  voids  in  the  rock 
ami  s.md  mn>l    be  filled  and  likewis**  enough  of  the  cementing 
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material  to  completely  envelop  both  rock  and  sand.  Engineers 
usually  allow  from  5  to  15  per  cent,  for  voids  over  that  found  by 
experiment  to  cover  this  condition.  If  we  allow  an  increase  of 
5  per  cent,  to  cover  this  cementing  material,  we  then  have  a 
mixture  containing  100  parts  rock,  53.3  sand  and  24.5  parts 
cement  or  a  1  : 2. 2: 4.1  mixture.  This  will  stand  a  compress- 
ive strain  of  2,400  lb.  per  square  inch,  or  a  tensile  strain  of  240 
lb.  per  square  inch,  taking  the  extreme  ratio.  If  we  consider  the 
strains  due  to  vibrations  to  be  six  times  those  due  to  tension,  the 
compressive  strains  on  our  foundations  should  not  be  over  40  lb. 
to  the  square  inch.  As  we  have  but  a  fourth  of  this  we  may 
consider  the  mixture  sufficiently  strong  for  our  purpose.  As  the 
base  of  the  block  covers  more  area  than  the  top,  the  lower  por- 
tion may  be  made  of  a  leaner  mixture  either  bj^  increasing  the 
proportion  of  rock  and  sand  or  by  ramming  in  large  pieces  of 
rock  as  the  foundation  is  built  up. 

At  times  it  is  necessar}^  to  build  a  foundation  on  a  clay  or 
shale  base.  It  will  then  be  advisable  to  proportion  the  base 
larger  than  usual  and  to  anchor  the  block  to  the  bedrock  by 
drilling  or  boring  a  number  of  holes,  "fanning"  them  out  to 
cover  as  much  area  as  possible.  The  holes  should  be  expanded 
with  powder  and  1-in.  rods  that  have  been  upset  or  barbed  at 
the  end  cemented  in  the  holes  and  left  projecting  into  the  cement 
superstructure.  Even  should  the  formation  be  solid  rock,  the 
block  shoukl  be  anchored  by  the  same  method,  but  with  fewer 
rods  put  in  more  perpendicularly.  The  surface  on  which  tiie 
concrete  rests  should  be  uneven  to  afford  a  better  grip  and  should 
be  wetted  before  pouring  the  concrete.  Having  excavated  a  hole 
about  2  ft.  larger  each  way  than  the  dinicnsioiis  of  the  block, 
build  the  form  of  2-in.  planks  and  hang  the  bolts  or  the  pipes 
which  will  receive  the  bolts,  from  cross-beams  in  the  exact  places 
they  will  occupy.  Reinforcement  of  old  steel  cables  or  barbed 
wire  may  be  used  to  strengthen  the  structure.  The  pipes  for 
the  bolts  must  be  wired  firmly  in  i)lac(>  and  the  form  nuist  be  well 
braced  to  picvent  movement  while  tamping  the  concrete. 

As  the  concrete  is  mixed  and  shovelled  or  dumped  into  the 
form  it  should  be  rammed  with  a  heavy  pounding  iron  or  a  4  by 
4  scantling  so  shapetj  that  it  can  b(>  easily  handled.  If  spaces 
must  be  filled  with  boaids  to  give  the  form  the  right  shape,  these 
blocks  must  be  made  so  that  I  hey  can  be  easily  taken  out  when 
the  concrete  has  set. 
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Tlif  top  of  tlie  block  sliould  be  finished  with  a  couple  of  inches 
of  cement  mortar  containing  1  part  of  cement  to  2  of  sand  and, 
before  the  final  set  the  surface,  should  be  levelled.  This  plan 
is  better  than  grouting  concrete  under  the  casting  after  it  has 
been  put  in  place;  in  fact  many  concrete  structures  have  failed 
because  of  this  latter  method  of  finishing,  because  the  concrete 
rammeil  under  the  casting  makes  a  poor  bond  with  the  concrete 
block.  Jiearing  in  mind  the  fact  that  a  slow  setting  concrete  is 
finall}'  stronger  than  one  that  sets  rapidly,  the  structure  should 
be  covered  with  canvas  and  kept  wet  until  the  final  set  has  taken 
place,  ordinarily  about  7  days.  For  patching  worn  spots  in  a 
tube  mill  with  pebbles  cemented  in  a  matrix  of  sand  and  cement 
36  hr.  is  sufficient  time  to  allow  for  the  set.  l)ut  for  any  extensive 
repairs  of  this  cli.ir.ictcr  at  least  ii  days  should  l»('  allowed. 

Cement  Data 

Portland  comciit  wcinlis  per  barrel,  net    .  M(i  \h. 

Portland  cement  weighs  per  bag,  net  94  lb. 

Natural  cement  weighs  per  barrel,  net  282  lb. 

Natural  cement  weighs  per  bag,  net 94  lb. 

Cement  barrel  weighs  from  15  to  30  11).,  averaging  al)()Ut  20  lb. 
Portland  eement  is  assume<l  in  standard  proportions  to  weigh 

per  cubic  foot 100  lb. 

Packed  Portland  cement,  as  in  barrels,  averages  per  cubic  foot 

about n>"'  lb. 

Packed  Portland  cement  based  on  a  barrel  holding  ;{..")  <ii.  ft.. 

weighs  per  cubic  foot lOs'  j  lb. 

Loose  Portland  cement  averages  per  cubic  foot  about    92  lb. 

Volume  of  eement  barrel,  if  eement  is  assumed  to  weigh  100 

lb.  per  c\d)ic  foot    3  S    cu.   ft. 

,\mi'rican    Portland    cemt'nt    barrel   averages   between    heads 

about 3.5    cu.  ft. 

Foreign  Portland  cement  barrel  averages  betwe«'n  heads  about  3.2r)ru.  ft. 

Natural  cenn-nt  barrel  aveniges  between  heads  .about                .  3.7r)cu.  ft. 
Weight  of  j).i-ir  <>\   iir:it    Portlaixl  eeinciil   aveniges  per  cubic 

foot  about                                                                        137  lb. 

Volume  of  p.i-i.    iii.i.l.-  from   KM)  lb.  ..i  ii.  ii    r.>rlland  cement 

averages  about  0  SO  cu.  ft. 
Volumi*  of  paste  made  fnim   I   bbl.  of  neat     Portland   cement 

averages  about  3  2  cu.  ft. 
Weight    of    Portland    cement    m«»rtar   in   proportions     l:2^a 

averages  per  cubic  fool  ISS  lb. 

Weight  of  concri'le  and  mortar  vanes  with  the  pro|M)rtiiiiui  ns  well  n«  with 

till'   iii.'ilfi  inK  of   wiiirli   It    IM  coliipo.si'd. 
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Weight  of  Portland  cement  concrete  i)er  cul>ic  foot  after  setting: 

Cinder  concrete  average 112  lb. 

Conglomerate  concrete  average 150  lb. 

Gravel  concrete  average 1.50  lb. 

Limestone  concrete  averages 148  lb. 

Sandstone  concrete  average 143  lb. 

Trap  concrete  average 155  lb. 

Loose  unrammed  concrete  is  5  to  25  per  cent,  lighter  than  concrete  in 
place,  varying  with  the  consistency. 

Barrels  of  cement  in  a  cubic  yard  of  concrete.     Divide  10.5  by  the  sum 

10.5 
of  the  ingredients.     For   example,  a   1:2.-3    mixture    will    contain       '-    = 

b 

1.7  bbl.  per  cubic  yard. 


C"HAPTi:ii   II 
AMALGAMATING  WITH  TUBE  MILL 

The  tailing  from  a  stamp  mill  or  other  intermediate  crusher 
often  contains  considerable  oversize,  which  holds  enough  metal 
to  pay  the  cost  of  legrinding  to  a  finer  mesh  and  extracting  the 
metal  therefrom  by  amalgamation.  For  this  purpose  we  may 
use  Chilian  mills,  pans  or  tube  mills.  The  tube  mill  requires  le.ss 
attention,  can  be  adjusted  to  produce  a  graruilated  or  slimed 
product  by  altering  the  feed  of  ore  and  water,  and  has  a  greater 
capacity  for  fine  grinding  than  other  machines,  and  has  therefore 
been  cho.sen  to  follow  stamps  with  the  plates  taken  away  from 
the  battery  and  put  in  tlic  tubcinill  circuit.  The  plates  then 
receive  no  c(jarse  material,  and  the  maximum  amount  of  metal 
is  recovered  by  amalgamation  without  recpiiring  the  stamps  to 
break  the  ore  to  a  fineness  not  warranted  by  their  weight. 

As  this  regrinding  is  not  often  required  finer  than  —  100-mesh 
the  Ilardinge  conical  mill  is  e(pial  to  other  grinding  machines  on 
the  market  for  this  class  of  work.  As  a  grinder  to  —  2tX),  I  have 
discpialified  the  Hardinge  mill  but  for  this  particular  purpo.se  it 
may  be  e(|ual  to  the  cyliMdrical  tube  njill.  NN'liat  follows  in 
respect  to  amalgamating  with  tube  mills  must  therefore  iH'rtain 
particularly  to  the  Hardinge  conical  mill. 

( )res  maybe   reground   in    wat«'r  or  in   cyanide   .solution  ami 
amalgamated  inside  the  tube  mill  or  after  the  pulp  has  IntMi  dis- 
charged.    l'"or  convenience  the  subject  will  bcfreatt'd  .-is  follows: 
I.  (ieiieral  hints  on  amalgamation. 
II.   Aiii.ilgamating  in  cyanide  solution. 

III.   .Vriialg.-itiiatiMg  insitic  the  tubr  mill. 

1\'.   .Vmalu.-iMi.'itiiig  in  the  tulic  mill  circwit. 

I.    (IkNKUAI,    lIlNr.s    n\     A\l  M.i.AM  \ri»)N 

The  fust  n<|ui.sil('  of  the  succe.s.sful  amalgamator  is  cK-an  mer- 
cury for  that  which  has  Immmi  fouled  by  grea.s*'  or  impurities  will 
not  combine  readily  with  metallic  particles.  If  tlu'  mercury  is 
newly  bouu'''    '"  ''■"■  ""MMUsly  U'en  u.s<'d,  it  .should  Im*  digested 

KM) 
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with  weak  nitric  acid  and  stirred  frequently  to  dissolve  the  im- 
purities. As  mercury  Hkewise  dissolves  in  nitric  acid  an  iron 
nail  will  cause  its  precipitation,  the  iron  taking  the  place  of  the 
mercury.  The  iron  salts  may  be  washed  off  with  water  and 
should  grease  still  appear  on  the  surface  a  little  metallic  sodium 
will  get  rid  of  this,  but  do  not  add  enough  sodium  to  cau.se  an 
iron  nail  to  amalgamate. 

If  the  mercury  must  be  retorted,  conduct  the  process  at  the 
lowest  heat  possible  and  keep  the  mercury  coming  off  last  for 
future  distillation,  as  it  contains  most  of  the  volatile  impurities. 
If  the  distilled  mercury  is  condensed  in  a  vessel  with  dilute  sul- 
phuric acid,  the  impurities  coming  over  with  the  mercury  will 
be  dissolved  and  the  latter  left  bright  and  clean. 

Whether  amalgamating  on  plain  copper  plates  or  on  those  that 
have  been  silver  plated  it  must  be  kept  in  mind  that  an  amalgam 
retains  metallic  particles  better  than  mercury  alone,  the  practical 
application  of  which  is  that  all  amalgamated  surfaces  should  be 
covered  with  a  layer  of  amalgam  of  the  right  consistency  to 
catch  and  hold  the  metals  amalgamated.  When  the  plates  are 
cleaned  or  amalgam  taken  off,  leave  enough  on  to  form  a  good 
surface  for  future  work.  If  bare  copper  plates  are  used,  the 
amount  of  amalgam  left  to  cover  the  plate  must  be  greater  than 
when  the  plate  is  electroplated  with  silver,  because  copper  is 
more  readily  oxidized  and  the  oxidized  compounds  of  copper  form 
a  scum  on  the  surface  of  plates  which  prevent  amalgamation. 

An  excellent  rule  to  follow  is  to  avoid  the  use  of  chemicals  on 
plates.  There  are  a  few  compounds,  such  as  soap  (mineral)  and 
water,  sal  ammoniac  and  weak  washes  of  soda,  that  might  be  of 
benefit  and  are  harmless,  but  the  majority  of  "dopes"  u.sed  on 
plates  are  of  temporary  benefit  only  and  when  their  effect  wears 
off  the  plates  are  in  worse  condition  than  formerly.  Most 
chemicals  and  acids,  while  not  particularly  affecting  copper  or 
mercury,  may  affect  the  constituents  of  the  ore  and  with  them 
forms  compounds  that  are  far  from  desirable. 

Verdigris  is  a  .salt  of  copper  which  appears  on  copper  plates 
when  the  covering  of  silver  or  amalgam  is  too  thin  to  protect  the 
plate  from  corrosion.  It  may  i)e  due  i)artly  to  the  effect  of  sul- 
phates in  the  ore  or  to  the  corrosion  of  copjn'r  in  the  amalgam. 
The  remedy  is  to  clean  off  the  coating  with  chamois  leather,  rub 
in  amalgam  frequently  until  the  spot  is  thickly  coated  and  let 
this  amalgam  remain  on  the  plate,  taking  off  tlw  excess  only, 
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every  day.  If  the  verdigris  still  persists  in  coming  to  the  surface, 
follow  the  procedure  outlined  above  and  in  addition  let  water 
flow  over  the  plate  immediately  after  the  plate  is  brushed  to 
prevent  the  air  from  reaching  the  surface.  If  gold  amalgam  is 
not  available  prepare  silver  amalgam  by  dissolving  silver  in 
nitric  acid  and  after  evaporating  to  dryness  add  mercury  and  a 
few  bright  nails  and  stir  to  a  smooth  paste.  If  the  amalgam  is 
prepared  from  a  copper  coin  when  the  coin  is  dissolved  in  nitric 
acid,  evaporate  and  fuse  to  render  the  copper  oxide  insoluble, 
then  dissolve  the  nitrate  of  silver  in  water  and  proceed  as  in  the 
first  instance. 

The  inclination  of  copper  plates  used  for  amalgamating  should 
be  such  that  the  pulp  flows  gently  over  the  surface  in  a  thin  layer. 
There  must  never  be  a  bounding  stream  nor  should  the  plates  In? 
exposed  to  the  air.  If  the  pulp  is  thick,  the  grade  should  Ijc 
greater  than  for  tliiii  pulp,  the  extremes  being  2}-^  and  13'2  in.  to 
the  foot. 

The  amount  of  surface  used  for  amalgamating  is  determined  to 
some  extent  by  the  process  used  for  gold  recovery.  If  the  cya- 
nide process  follows  the  plates,  it  is  necessary  only  to  extract  the 
gold  not  easily  di.ssolvetl  in  cyanide,  that  is  the  coarse  particles 
which  may  have  been  flattened  and  floated  in  the  tul^e  mill.  If 
amalgamation  is  the  sole  method  of  gold  recovery,  the  plate  area 
must  l)e  sucli  that  all  the  gold  is  amalgamated. 

Plates  must  be  dressed  whenever  the  surface  shows  any  foul- 
ness, which  may  be  twice  a  day  or  oftener,  once  to  take  ofl"  the 
excess  of  amalgam  and  at  other  times  to  clean  the  surface.  In 
tube  mill  amalgamation,  when  a  plate  is  being  cleaned,  the  pulp 
must  be  switched  to  another  plate  and  the  process  conducted 
as  in  stamp  mill  amalgamal  ion.  except  f  hat  I  he  plate  must  Ik*  Ix'tter 
j)rotected  with  amalgam.  If  thecyanide  process  is  used,  the  plates 
are  kept  welter  by  reason  of  the  greater  amount  of  mercury  us4mI 
in  the  mill.  The  plate  is  sprinkled  with  mercury  and  wi'U  ruitU'd 
with  a  whisk  broom.  A  rubber  scrajKT  is  then  used  to  gather 
the  amalgam  by  first  scraping  down  the  sides,  then  toward  the 
center  and  then  toward  the  head  of  the  plates  wlu're  the  atnalgam 
is  taken  off  in  a  scoop.  The  plate  must  not  Ik*  robbt»d  entirely 
but  enough  amalgam  left  to  form  a  smooth  plastic  coating. 
Plates  HI  ft.  long  may  be  cleant'd  and  Itrushed  at  the  nite  <»f 
7  min.  a  plate,  but  if  the  ore  is  particularly  refractory  the  time 
rerpiired  may  be  twice  as  great,  as  the  plate  will  probably  lie 
covered  with  compounds  which  require  careful  removal. 
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If  chemicals  are  used  on  plates,  let  it  be  sparingly  for  any  ores 
that  require  chemicals  to  promote  amalgamation  contain  sub- 
stances that  form  compounds  with  the  chemicals  that  prevent 
amalgamation. 

II.  Amalgamating  in"  Cyanide  Solution 

The  application  of  the  cj-anide  process  to  the  extraction  of  the 
precious  metals  from  ores  has  greatly  limited  the  usefulness  of 
amalgamation,  for  the  reason  that  no  amalgamation  process 
alone  thus  far  devised  will  save  a  commercial  percentage  of  the 
total  content  of  metal  in  the  more  refractory  ores,  while  a  cyanide 
process  will.  The  practice,  therefore,  tends  to  discard  the  amal- 
gamation process,  unless  there  is  coarse  gold  in  the  ore,  which  can 
be  caught  with  mercur\'  when  ground  to  a  slime,  but  which  will 
not  readily  dissolve  in  c\'anide.  If  we  use  the  cyanide  process 
entirely,  we  are  able  to  grind  faster  at  less  expense  for  it  is  not 
necessary  to  arrange  the  intermediate  crusher,  such  as  stamps, 
for  both  crushing  and  amalgamating,  but  for  crushing  only. 

There  is  a  diversity  of  opinion  as  to  the  effect  of  cyanide  of 
potassium  on  amalgamated  copper  plates  when  crushing  in  cya- 
nide solution,  due  no  doubt  to  the  diverse  character  of  the  ores 
treated.  If  the  plates  are  protected  by  a  thick  coating  of  amal- 
gam, cyanide  solution  may  be  used  with  little  fear  of  the  plates 
being  corroded,  but  a  greater  percentage  of  gold  will  be  amal- 
gamated without  its  use.  In  a  cyanide  process  the  loss  is  more 
than  compensated  by  the  gain  in  extraction  and  the  simplifica- 
tion of  the  process  due  to  adding  the  chemical  in  the  mill  water. 
There  are  many  mills  crushing  in  cyanide  solution  with  nothing 
e:<traordinary  to  note,  but  some  show  conditions  that  are  of 
general  interest.     A  few  examples  will  suffice. 

C.  J.  Stone  says  in  relation  to  the  Free  Gold  mill  that 

"The  amalgamation  in  the  cyanide  solution  is  unsatisfactory,  only 
about  10  per  cent,  of  the  total  gold  being  recovered  on  the  plates.  The 
solution  hardens  the  plates  and  renders  them  almost  of  no  value  for 
amalgamating  after  3  or  4  months'  run." 

Another  authority  says  in  respect  to  the  Liberty  Bell  mill: 

"The  recovery  by  amalgamation  is  materially  smaller  than  in  previous 
years  of  water-amalgamation;  the  process  is  more  expensive  both  in 
labor  and  material,  and  requires  more  skill;  and  the  consumption  of 
cyanide  is  considerable.  .  .  .  The  plates  are  kept  rather  wet  and 
any  drip  is  caught  in  a  trap." 


no  TUBE  MllJJXa 

Tlic  following  quotation  is  from  another  authority: 

"The  solvent  action  on  amalgamating  plates  greatly  depends  upon 
the  amount  of  amalgamable  gold  in  the  ore.  If  the  ore  contains  much 
gold  and  the  plates  are  not  cleaned  too  closely,  they  will  last  indefinitely, 
being  protected  l)y  a  coating  of  amalgam.  If  the  ore  be  low-grade,  it  is 
next  to  impo.s.sible  to  keep  the  plates  in  good  ''catching"  condition; 
they  are  rapidly  eaten  up  by  the  solution ....  I  find  no  advantage 
whatever  in  using  silver-plated  copper  when  crushing  in  cyanide.  This 
is  contrary  to  water  practice.  Tlie  plain  copper  after  the  first  careful 
dressing  catches  and  builds  amalgam  splendidly,  and  does  not  harden 
so  much  as  silvered  plates." 

At  the  Alaska  Treachvell'  concentrate  plant: 

''\N'hen  grinding  in  cyanide  solution  stronger  than  1  lb.  iier  ton,  fol- 
lowed by  amalgamation,  it  was  difficult  to  keep  the  plates  bright,  due 
to  a  dull  white  surface  deposit,  which  if  allowed  to  remain  turned  to  a 
dull  gray.  A  muntz  metal  plate  was  substituted  for  the  copper  plate, 
but  as  all  the  plates  were  silver-coated  no  variation  in  the  result  was 
noted." 

John  Gross  says: 

"It  sometimes  becomes  advisable  to  attempt  the  saving  of  a  portion 
of  the  precious  metals  in  ores  that  are  too  coarse  for  the  ordinary  system 
of  cyanidation,  owing  to  the  high  strength  of  cyanide  solution  carried, 
or  an  excess  of  lime  in  tiie  solution.  I  have  seen  plates  almost  entirely 
eaten  through  in  the  course  of  several  months,  using  a  battery  solution 
containing  '1  it),  of  KC'X  and  carrying  a  protective  alkalinity  of  about 
I  lb.  of  lime." 

III.   .Vm  vL«.VM.\Ti\(;  i\  Ti'HK  Mills 

The  most  (•(•iispiruous  example  of  amalgamating  in  a  tube  mill 
is  no  doubt  the  unicpie  process  of  amalgamating  the  native  silver 
ores  at  I  lie  Xipissiiig  High-drade  mill,  Ontario,  Canada.  While 
we  have  used  an  amalgam  barrel  for  many  years  to  amalgamate 
sand  and  scrap  in  a  stamp  mill  the  Nipissing  mill  has  carried  the 
idea  to  an  extreme  that  the  ohl  amalgamators  nevrr  dreained  of. 
The  tube  mill  us<'d  is  ii  ft.  II  in.  by  ID  ft.  S  in.  running  at  37 
r.p.m.  with  .'>')  p«'r  cent,  moisture  and  pra<iically  UK)  jht  cent. 
—  2(M)-mesli  in  the  product.  .V  .">  per  cent,  solution  of  cyanitlo 
is  usi'd  and  S. '»()()  lb.  of  nu-reury  to  <i.')(K)  lb.  ore.  The  ore  treated 
eontain.s   a    high    p«'reentage   of   ar.seiiie    which    under   ordimiry 

'  "TIjc  Cyjinidr  riuiil  of  tlic  .Mn.ikii  Trciidwrll  Mines*,"  TTansaclutnt 
.Xinorirnii  InHtittitt*  MiriiuK  KiiRinrcrM,  (>flob«T,  I'.lll. 
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amalgamating  conditions  would  be  a  difficult  ore  to  treat.     H.  A. 
Megraw  says:' 

"The  tube  mill  has  its  axial  entrances  sealed  except  for  a  small  com- 
pressed-air pipe  which  enters  it  at  one  end  and  a  corresponding  air  exit 
at  the  other  end.  .  .  .  Here  then  is  a  tube  mill  used  as  an  amal- 
gamating barrel,  but  under  conditions  which  were  probablj'  never  before 
sought  for  amalgamating  purposes.  The  combination  of  an  extremely 
high  cyanide  solution,  a  complex  ore  which  contains  all  sorts  of  elements, 
and  mercury  all  ground  violently  in  a  pebble  mill,  would  seem  to  indicate 
the  reverse  of  satisfactory.  .  .  .  The  amount  (of  cyanide)  origin- 
ally added  to  the  tube  mill  is  sufficient  to  produce  a  very  strong  solution, 
which  is  capable  of  partially  outlasting  the  destroying  effect  encountered 
within  the  mill.  The  agitation  is  continued  for  9  hr.,  after  which  time 
97  per  cent,  of  the  contained  silver  has  been  extracted  from  the  ore." 

At  the  Plymouth  Con.,  California,  gold  is  amalgamated  inside 
a  Hardinge  mill  and  on  plates. 

"The  discharge  from  30  stamps  is  cla.ssified  and  the  coarse  material 
ground  in  a  Hardinge  mill,  the  discharge  from  the  Hardinge  mill  pa.ssing 
over  two  5  by  8-ft.  copper  plates,  at  the  top  and  the  bottom  of  which 
are  traps  or  wells  of  about  4  in.  in  depth.  The  upper  traps  catch  as  much 
as  70  per  cent,  of  the  gold  without  the  use  of  quicksilver,  it  being  used 
solely  on  the  plates,  which  are  cleaned  once  a  day.  After  passing  the 
first  pair  of  plates  the  ore  passes  over  a  second  set  of  ten  6  bj'  12-ft. 
plates,  where  a  further  recover^'  is  made.  The  present  system  of  amal- 
gamation is  proving  both  simple  and  efficient. "- 

The  following  description  of  the  amalgamation  of  gold  inside 
the  Hardinge  mill  at  the  Plymouth  Con.  mill,  by  the  millman  who 
actually  attended  to  the  feeding  of  the  mercury,  is  particularly 
interesting  as  first-hand  evidence  of  what  actually  took  place. ^ 

"When  I  arrived  at  the  plant  referred  to,  amalgamation  was  done 
on  the  plates  only.  Shortl}'  after,  this  was  changed  to  feeding  quick- 
silver to  the  Hardinge  mill,  with  a  marked  improvement  in  results. 
Later,  this  was  again  changed  to  feeding  quicksilver  to  the  batteries, 
with  a  further  improvement  in  results,  as  we  were  informed.  During 
the  first  part  of  the  campaign  the  amalgam  on  the  plates  was  maintained 
very  hard,  being  removed  by  scrapers,  one  of  the  plates  being  cleaned  up 
each  24-hr.  period.  The  Hardinge  mill  was  cleaned  up  at  the  end  of  the 
month,  by  having  the  manhole  cover  removed  and  the  screen  adju.sted, 

'  Engineering  and  Mining  Journal,  Dec.  14,  1912. 

^  Mining  anil  Scientific  Prexs,  Editorial,  Feb.  27,  1915. 

»  P^RANCis  O'BoYLE,  Mining  and  Scientific  Press,  March  20,  1915. 
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and  the  mill  was  revolved  and  all  sand  and  possible  amalgam  was 
allowed  to  fall  out.  The  screen  was  then  removed,  and  a  man  entered 
the  mill  to  see  what  was  inside.  Considerable  amalgam  was  found  in 
the  spaces  between  the  silex  bricks,  but  by  far  the  largest  amount  of 
amalgam  found  in  the  Hardinge  was  stuck  fast  inside  the  throat  of  the 
mill  at  the  points  marked  .t  and  B  on  the  diagram.  Fig.  59,  and  was  verj' 
hard,  a  hammer  and  a  cold  chisel  being  nece,s.sary  to  remove  it.  Con- 
siderable amalgam  was  also  found  in  the  throat,  both  at  feed  and  di.s- 
charge  ends,  and  also  in  the  feed  scoop,  stuck  tight,  and  I  recall  that 
we  removed  the  scoop  to  get  at  it  better.  No  hard  balls  of  amalgam 
were  found  in  or  around  the  Hardinge  mill,  but  we  did  get  the  hard  balls 
in  the  batteries  around  the  dies.  Also,  the  small  cones,  feed,  and  dis- 
charge boxes  of  the  Hardinge  mill  and  the  distrilniting  box  above  the 
plates  seemed  favorite  places;  hard  chunks  would  build  ui)  in  most  un- 


^'""^'  Hardinge       D-tributinK 

Mill  B°'^ 

Fi(i.   5<>.  — Flow.slioct  at  tlic  IMyniouth  Con.solidatcd  .Mil 

expected  places.  Nail  lieails  in  launders  and  boxes  were  always  covered 
with  amalgam.  I  do  not  recall  that  we  got  anything  from  the  sjind  and 
lo<ise  material  insitle  the  Harilinge  mill. 

"Later  on,  the  plates  were  kept  softer  and  the  amalgam  more  pasty; 
scrapers  were  scraped,  and  the  rubber  used.  Amalgam  built  up  faster 
(tn  the  plates,  one  being  cleaned  every  day,  or  more  than  one  if  it  .soemetl 
advi.sable.  At  the  monthly  clean-up  the  Hardinge  mill  was  a  tlisajv 
IKjintment,  al.so  the  mortar  boxes,  and  th«'  larg(>st  (juantity  of  amalgam 
on  this  run  was  obtained  from  the  plates;  we  were  told  that  the  extrac- 
tion had  reached  expectations.  I  have  no  means  of  knowing  the  mer- 
cury los.ses,  but  do  not  belit've  they  were  exc<>ssive.  The  ore  was  prin- 
ci|)ally  limonite,  some  (juartz  and  clay.  A  Fierce  amalgamator  placet! 
below  the  plates  nevi-r  got  anything  but  dirt,  although  dressed  daily 
once  each  S-hr.  shift." 

It  riiii>t  li;i\r  iMcri  .iflcr  I  lie  aliovt'  <lrscripf  ion  was  prinlod 
that  the  ilardiiigc  .■iinalgaiiiMtors  were  attaelxMl  to  thr  (liseharf^o 
ends  of  tlie  iiiill  for  ()'hoylc  makes  no  mention  of  tlnMii.  Fig. 
()()  shows  the  diseluirgc  riid  of  the  Hardinge  mill  which  \»  prac- 
tirallv  the  sam«'  a.s  is  in   use  at  tin'    \mador  ('on.  mill.     Small 
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copper  balls  are  fed  into  the  amalgamator  which  YmM  up  with 
amalgam  as  may  be  seen  in  Fig.  61.  For  comparison  of  size 
the  balls  are  arranged  alongside  a  3-ft.  rule.  It  will  be  seen  that 
eight  of  them  occupy  a  space  of  9  in.  Fig.  62  is  a  photograph 
of  the  chunks  of  amalgam  found  in  the  throat  of  the  amalga- 
mator and  stuck  thereto.  A  3-ft.  rule  is  photographed  with  the 
pan  for  comparison  of  size. 

It  may  be  well  to  remark  that  an  amalgamator  such  as  shown 
can  be  attached  to  anv  tul)e  mill. 


Fig.  60. — Hardinge  conical  mill  with  amalgamator  attached. 


Mr.  W.  H.  Hardinge  says^  that  the  mill  superintendent  stated 
that  the  loss  of  quicksilver  was  0.025  oz.  per  ton  of  ore  ground. 

At  the  Amador  Con.  milling  plant,  California,  the  discharge 
from  the  Hardinge  mills  goes  to  Hardinge  amalgamators,  which 
are  attached  to  and  revolve  with  the  mill.  Mercury  is  fed  into 
these  amalgamators  as  required  by  the  condition  of  the  outside 
plates,  in  the  same  manner  as  feeding  it  into  a  stamp  mortar. 
About  a  dozen  small  copper  balls,  made  from  }i-  or  %-in.  wire, 
are  kept  in  the  amalgamator.  As  these  balls  roll  around  they 
build  up,  forming  good-sized  amalgam  balls  which  are  removed 
daily  while  the  mill  is  in  operation;  after  removing  the  accumu- 
lated amalgam,  the  balls  are  returned  to  repeat  the  operation. - 

We  are  indebted  to  H.  W.  Hardinge  for  the  conical  mill  and 

^  Mining  and  Scientific  Press,  April  17,  191.'). 

''T.  S.  O'Bhik.v,  Engineering  and  Mining  Journul,  .\iig.  11,  Ull.'). 
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for  some  useful  information  contained  in  an  article  in  Mining 
Press,  Feb.  13,  191.5,  from  which  we  quote  the  following: 

"This  matter  of  inside  amalgamation  was  suggested  by  me  to  J.  M, 
Elmer,  in  1909,  when  he  was  in  cliargc  of  :i  ^^)ther  Lode  mine  in  Tuo- 
lumne, Cal.  He  then  tried  it  out  with  highly  satisfactory  results.  Mr. 
Elmer  later  reported  that  the  amalgamation  recover}'  advanced  from 
65  to  between  80  and  85  per  cent.,  and  a  total  of  over  90  per  cent,  was 
made  with  subsequent  concentration.  From  information  later  gained, 
however,  we  must  give  A.  D.  Foote,  f)f  the  North  Star  mine  at  Gra.ss 
Valley,  credit  for  a  still  earlier  use  of  quicksilver  in  pebble  mills  for  inside 
amalgamation.     Smiio  months  after  Mr.  Elmer's  resignation  from  the 


Vm.  01. — Balls  of  amalgam  from 
Ilanlimri'  niill. 
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(V2. — C  hunks  of  ainalgnm  from 
Hardingo  amalgamatur. 


TuolunuK!  mine,  we  rcccivrd  a  letter  from  Charles  Maass,  Mr.  Elmer's 
successor,  and  from  his  letter  I  quote  the  following: 

'"The  objection  usually  urged  against  inside  amalgamation,  where 
fine  grinding  is  done,  is  that  the  mercury  will  graiudatc  and  thus  become 
useless  for  amalgamating  purpo.ses.  This  is  due  to  the  mercurj'  l)econi- 
ing  foul  through  taking  tip  soluble  mineral  salts.  Tt)  prevent  this,  it  is 
nece.s.sary  to  introduee  some  agent  which  will  cause  the  liberation  of 
hydr(»gen  gas  from  the  li(iuid  in  the  mill,  thus  deoxidizing  the  .salts  when 
they  no  longer  have  an  affinity  for  the  niercury.  In  other  words,  it  is 
simply  neces.sjiry  to  keep  the  mercury  as  nearly  chemically  pure  as 
pos.sil»le.  To  accomplish  this  we  have  found  that,  in  the  ciuse  of  the 
silex-lined  mill,  metallic  sodium  gives  excellent  results.  In  our  iron- 
lined  mill  the  results  were  not  lus  good,  as  the  action  ttf  the  metnllic  so- 
dium was  so  violent  that  it  caused  the  amalgam  to  adhere  to  such  |>arts 
of  the  iron  lining  as  had  Ix-como  brightened  through  wear.  In  this  case 
wi"  used  an  amalgam  made  uj)  of  zinc  and  aluminum.  This  also  has 
the  effect  of  liberating  hydrogen  gas,  though  the  action  is  slower  and  will 
not  cause  the  anialgau)  to  adhere  to  the  |K)lished  iron.  The  objection 
to  the  UHt'  of  thi.s  combination  lies  in  the  fact  that  it  cannot  l)0  made  up 
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in  quantities  to  keep,  and  as  a  consequence  must  be  made  up  frestily 
whenever  necessary  to  add  any  to  the  mill. 

'"To  sum  up:  For  successful  inside  amalgamation  in  your  mills  it  is 
necessary  only  to  keep  the  mercury  as  nearly  chemically  pure  as  possible, 
and  this  can  be  accomplished  by  the  introduction  of  any  agent  which 
will  produce  nascent  hydrogen.  As  to  quantities  and  proportions,  this 
will  vary  according  to  conditions  and  the  nature  of  the  ore  treated  and 
is  a  matter  which  can  be  easily  determined  by  any  experienced  amal- 
gamator. Mercurj'  should  be  fed  to  the  mill  as  freely  as  possible  but 
not  m  such  quantity  as  to  cause  it  to  run  on  the  copper  plates. 
It  is  not  our  object  to  catch  the  amalgam  inside  the  mills,  as  its  re- 
covery there  is  an  expensive  matter,  but  to  prepare  the  amalgam  so  that 
it  will  readily  adhere  to  the  copper  plates  when  it  leaves  the  mill.' 


19  Stamps 

(U  Tons  pet  Stamp) 
4  ilesh  Screen 


Hardinse  Mill 


Quicksilver  of  Soda  Amalgam 
Feed  here  into  Scoop  Fc-cder 


"^'^5^ 


'a  tea 
To  Concentrators 


Fig.  6.3. — Plan  of  work  at  Tuolumne.     (Hardinge.) 

"In  a  plant  at  Jarbridge,  Xev.,  where  excessive  losses  between  heads 
and  tails  could  not  be  accounted  for,  an  expert  was  brought  in  to  check 
up  results,  who  later  reported  that  all  he  did  was  to  open  the  mill,  dump 
the  contents,  retort  three  separate  balls  of  50  per  cent,  amalgam,  and 
hand  the  manager  S16,000  worth  of  bullion. 

"Here  it  was  explained  that  the  cause  of  the  trouble  was  in  too  small 
a  quantity  of  quicksilver  being  added  to  the  charge  in  proportion  to  the 
gold  content.  As  soon  as  a  quantity  of  quicksilver  sufficient  to  make 
a  fairly  liquid  amalgam  was  introduced  into  the  mills,  the  amalgam 
issued  with  the  charge  and  was  recovered  on  the  plates." 

The  system  as  practised  at  Tuolumne  is  outlined  in  the  sketch 
Fig.  63. 

At  the  Incaoro  mill,  Bolivia,  mercury  is  fed  into  the  tube  mill 
every  hour,  the  mill  being  lined  with  flint  pebbles  6  in.  in  diame- 
ter set  in  cement  and  lumps  of  hard  quartz  from  the  mine  are 
used  instead  of  pebbles  for  grinding.  The  clean-up  takes  place 
every  15  days,  the  amalgam  being  found  distributed  from  the 
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ball  mill  to  the  pebble  mill  but  no  loose  balls  of  amalgam  are 
found  inside  the  mills.  Three-quarters  of  the  amalgam  is  col- 
lected from  inside  the  mills  and  one-quarter  from  the  plates.' 

These  few  examples  will  serve  to  indicate  that  we  may  advan- 
tageously amalgamate  gold  ores  inside  a  ball  or  tube  mill,  either 
with  coarse  or  fine  grinding  and  that  the  success  thus  far  attained 
opens  a  new  field  for  the  amalgamator  whose  prestige  of  late  has 
Ix'cn  overshadowed  by  the  cyanide  chemist. 

,].  A\'.  Pinder-  states  the  four  factors  governing  the  success  of 
amalgamation  in  tube  mills  or  other  mills  that  violently  grind 
gold  ores  in  the  presence  of  mercury  to  be:  The  proper  consist- 
ency of  the  pulp,  the  proper  quantity  of  mercury,  a  subsequent 
mercury  bath  and  the  proper  capacity  of  the  machine. 

He  says: 

"  1 .  The  pulp  should  be  thick  enough  to  hold  the  fine  globules  of  mercury 
in  thorough  suspension  as  it  revolves  throughout  the  tube.  About  75 
per  cent,  (by  volume)  of  water  would,  in  most  cases,  result  in  the  best 
consistence,  although  that  must  be  determined  by  conditions  and  the 
character  of  the  ore.  When  too  thin,  tho  pulp  cannot  be  well  amalga- 
mated, and  the  mercury  is  likely  to  be  whipped  into  a  sickened  coiuhtion. 
The  consistence  of  soft  mortar  is  therefore  the  best,  and  the  safest. 
While  grinding,  the  pulj)  should  not  be  flooded  for  any  purpose. 

"2.  The  (juantity  of  mercury  to  be  useil  sliould  be  determined  en- 
tirely by  the  content  of  the  ore  and  consistence  of  the  pulp.  According 
to  the  facility  with  which  the  gold  is  amalgamated,  the  quantity  of 
mercury  should  be  regulated.  If  the  ores  contain  zinc,  lead,  arsenic, 
antimony,  talc,  or  graphite,  or  any  other  substance  tending  to  affect 
the  activity  of  the  mercury,  more  mercury  should  be  added  to  les.son 
such  bad  effects,  in  proportion  to  the  detrimental  material  contained 
in  the  ores.  In  such  cases  it  may  become  neces.sary  to  use  as  much  as 
can  possibly  be  carried,  in  fine  globules,  by  the  stiff  pulp,  in  projxT  su.s- 
pciisioji  without  nnmiiig  together  to  form  hir^cr  bodies  in  the  mill, 
liut  with  free  ores,  or  comj)arativ('ly  so,  half  the  (luantity  would  suffice. 

"3.  The  subsequent  mercury  bath  is  all  in)iK)rtant  to  the  success  of 
this  operation.  The  les.son  may  be  taken  from  the  |>erformance  of  the 
settler,  ill  j):m  work,  for  collecting  the  amalnam  an«l  preventinn  the  Ukss 
of  mercury.  This  bath  should  be  ample  in  capacity,  and  |M'rmanent, 
changcid  when  showing  signs  of  re(|uiring  (luickening;  :iii<l  the  profxT 
dilution  of  tho  pulp  as  it  enters  the  bath. 

"4.  The  (|uantity  of  ore  treate*!,  within  economical  ria>un.  >hould 
deiM'nd  upon  the  quality  of  the  work.     The  rapacity  of  tlu*  machine  is  a 

'  (iK.nuiiK  H    PiiiNi.i.K,  .\/ini«(/  and  Srirnlijic  I*rf»»,  May  29,  1915. 
»  Mining  Vre»n,  I'fh.  21,  HH.'".. 
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matter  of  judgment,  to  be  based  upon  results  obtained.  Amalgamation 
is  a  delicate  and  an  important  operation  in  itself.  To  do  good  work  one 
should  not  trj-  to  make  a  tonnage  record  for  grinding  and  expect  to  get 
the  best  extraction  at  the  same  time." 

IV.    AM.U.GAMATIXG    IX    THE    Tl-BE    :MiLL    CIRCUIT 

Amalgamating  gold  ores  on  plates  in  the  tube  mill  or  classifier 
circuit  has,  in  cyanide  plants,  succeeded  the  time-honored  posi- 
tion of  the  plates  in  front  of  the  battery,  especially  in  large  mills 
where  the  amalgamating  may  be  carried  on  in  a  separate  depart- 
ment. If  the  process  involves  the  use  of  plates  after  the  clas- 
sifiers, the  pulp  will  be  dilute  and  the  plates  will  have  a  low 
inclination  but  if  the  plates  are  placed  immediately  at  the 
tube  mill  discharge  before  dilution,  the  plates  must  be  steep  to 
take  off  the  thick  pulp. 

The  effect  of  taking  plates  away  from  the  battery  and  putting 
them  in  the  tube  mill  circuit  is  indicated  by  the  following  ex- 
perience in  South  Africa: 


Mill 

Per  cent,  amalgamated 

Area  of  plates 

Total  extraction 

Simmer  Deep: 

Before 

After 

56.80 

57.70 

54.46 

4S.G0 

5.276 
1,700 

93.40 

93.50 

92.06 
92.94 

Randfontein: 

Before 

After 

The  net  result  was  that  the  amount  of  gold  amalgamated  re- 
mained the  same,  the  area  of  the  plates  was  greatly  reduced  and 
the  total  extraction  sUghtly  increased.  The  pulp  in  the  tube 
mill  circuit  contained  55  per  cent,  moisture  and  the  plates  have 
a  grade  of  18  per  cent,  or  2.16  in.  to  the  foot. 

At  the  Robinson  Deep  mill.  South  Africa,  where  amalgamation 
is  practised  in  both  circuits  of  stamps  and  tube  mills,  the  per- 
centage of  total  recovery  is  as  follows:  From  battery  plates,  47 
per  cent.;  from  tube  mill  plates,  23  per  cent.;  total  extraction, 
70  per  cent. ;  and  recovery  by  cyaniding,  30  per  cent.  From  these 
figures  it  must  not  be  assumed  that  the  recovery  from  amalgama- 
tion has  been  increased  23  per  cent,  from  what  could  be  obtained 
from  battery  plates  alone,  for  by  the  use  of  the  tube  mill  the  ore 
is  crushed  to  a  coarser  xxxqAi  in  the  stamps,  and  the  tube  mill 
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continuiiifi;  the  process  releases  gold  that  could  be  less  advanta- 
geously recovered  by  the  stamps  alone. 

At  the  Rainbow  mill,  Orogon,  the  tube  mill  discharge  with  78 
per  cent.  —  lOO-mosh  is  diluted  to  GO  per  cent.  moi.sture  and  run 
over  plates  with  a  inclination  of  2}^  in.  per  foot.  The  extraction 
was  increased  about  10  percent,  by  regrinding  in  the  tube  mill 
and  tlie  trouble  due  to  lime  blackening  tiie  plates,  when  amal- 
gamation followed  the  batteries,  was  rectified  by  the  finer  grind- 
ing. The  mill  grinds  in  cyanide  solution  averaging  1  lb.  KCX 
and  0.()  11).  protective  alkalinity.  Plates  are  dressed  twice  a 
shift,  using  fiber  brushes,  whisk  brooms  and  scrajx'rs  cut  from 
rubber  belting.  The  plates  are  not  allowed  to  builil  up  with 
hard  amalgam  for  when  this  was  allowed  the  extraction  fell  off 
considerably.  Plate  consumption  is  rather  high,  due  to  the 
dissolving  action  of  the  solution— a  plate  lasting  from  3  to  4 
months — ^and  for  this  reason  silver-plateil  plates  are  not  u.sed. 
There  is  no  noticeable  difference  in  plate  extraction  on  this 
account.  The  presence  of  lime  in  the  mill  solution  caused  the 
plates  to  blacken  and  rendered  them  unfit  for  amalgamation 
when  recovery  was  entirely  on  the  battery  plates,  but  when 
the  ore  was  reground  and  amalgamated  after  leaving  the  tulx) 
mill  this  (lifliculty  di.sappeared.' 

At  the  Big  Pine  mill,  Nevada,  a  5  by  20-ft.  tube  mill  at  28 
r.p.m.  is  used  as  intermediate  and  final  grinder  taking  1-in.  mesh 
product  from  a  10  by  lO-in.  Hlake.  Amalgamation  takes  place 
on  plates  12  ft.  long;  two  of  them  are  4  ft.  9V2  in.  wide  and  one  is 
4  ft.  ()  in.  wide.  They  have  a  grade  of  1:^4  in.  per  foot.  After 
leaving  the. plates  the  pulp  is  elevated  to  a  cla.ssifier,  the  oversize 
going  to  the  tiibf  iiiill.  The  mill  has  a  big  capacity,  due  no 
doubt  to  the  soft  nature  of  the  ore  for  with  this  coarse  feed  it  is 
said  to  grind  VM)  tons  a  day.  S.')  |)er  cent.  -200-mesh.  Care  is 
taken  that  no  nicicuiy  gels  into  the  tube  mill. 

At  the  Dome  mill,  Ontario,  instead  of  the  plates  U'lng  \u  k\\v 
\\\\h'  mill  circuit  they  are  place<|  after  tlie  classifiers,  there  InMiig 
four  classifiers  and  four  cop|)er  plates.  t»a«'h  lOS  l>y  144  in.  with 
1*2  '"•  P<''"  f'">t  grade.  .Ml hough  with  a  l(»-mesh  schmmj  on  the 
stamp  b;itteries  the  percentage  caught  by  amalgamation  was  78 
per  cent,  and  with  :i  lO-mesh  screen  4(')  to  .">0  |>er  cent.,  it  whs 
foimd  that  the  co.irse-mesh  screen  was  neces.«s'»ry  to  attain  capac- 
ity and  as  the  ."^and  scoured  the  batttMV  plates  abnormally  with 

•M    \N  .  Dark,  K ngxtur ring  ami  Mininu  Journal,  ixxuc  2^,  1915. 
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this  screen  on  the  battery,  the  plates  were  taken  from  i„  front  of 
the  battery  an<l  put  after  the  classifiers.  ■i\-hile  the  percentage 
of  gold  cauKht  by  anmlgamation  was  less  than  formerf  aU  'hi 
gold  which  might  have  caused  trouble  in  the  cyanide  depart 
ment  was  caught  on  the  plates.  The  stamp  mil,  cLhes  in  water 
r.'h  1  rrfVS  K°°r;  ;"'!'-"«-'"«'  "•  •»-=  •^»«e'--v  water 


at  the  rate  of  3.2  lb.  per  ton  of  ore. 


CHAPTER  III 

GRINDING  ORES  WITH  THE  TUBE  MILL  FOR 
FLOTATION 

The  tube  mill  or  the  bull  mill  is  an  ideal  grinder  for  preparing 
ores  for  oil  flotation  because  not  only  is  it  an  excellent  grinding 
machine  but  likewise  it  is  a  good  agitator,  thus  combining  the 
two  features  in  one  machine,  and  when  the  oil  is  added  to  the 
mill  with  the  mill-feed  no  other  method  of  mixing  is  required. 

The  tlegree  of  fineness  required  to  sa\'c  the  highest  economical 
percentage  of  the  metallic  contents  of  an  ore  will  in  great  part 
determine  the  class  of  machine  used  for  grinding.  When  a  60- 
or  a  100-mesh  product  is  recpiired  some  type  of  ball  mill  or  the 
Hardinge  conical  mill  will  no  doubt  be  the  favorite,  the  short 
cylindrical  tube  mill  of  big  diameter  and  short  length  being  a  close 
competitor;  when  fine  grinding  is  rcfpiired  the  cylindrical  tube 
mill  from  12  to  18-ft.  long  will  no  doubt  be  preferred. 

Most  of  the  flotation  plants  are  now  concentrating  base  metals 
where  as  a  rule  fine  grinding  is  not  required  but  when  this  method 
of  concentrating  becomes  common,  for  precious  metal-bearing 
ores,  finer  grinding  will  be  the  rule.  Tests  made  at  a  mill  in 
Mexico  indicated  "that  fine  grinding  was  necessary  for  goo<l 
results  in  flotation."  When  the  mill  heading  was  crushed  to 
OO-mesh,  the  tailing  from  thitatioii  a.s.sayed  0.08  oz.  gold  and  11 
oz.  silver;  when  the  same  ore  was  crushed  to  lOO-mesli,  the  tailing 
as.sayed  O.Ol  o/.  gold  !ind  5  oz.  silver;  when  the  crusiiing  was 
carried  to  2()0-mesh,  the  tailing  assayed  0.02  oz.  gold  and  3.75 
oz.  silver.'  This  experience  will  no  doul)t  i)e  duplicated  in  many 
luc.ilifies  so  that  the  long  cylindrical  tube  mill  now  u.se«l  for  pre- 
paring ores  for  the  cyanide  process  can  l)e  used  for  grinding  ores 
for  flotation.  I'ig.  ■)()  illustrat«'s  in  detail  the  cla.ss  of  mill  that 
will  probably  be  u.sed  for  griiidimr  tiol.j  Mir<  for  flotation  in 
clo.sed  circuit  with  a  classifier. 

.\  few  e\am|)les  «»f  the  degree  of  grinding  and  the  macliine.'* 
usi'd  at  various  plants  will  svrvv  lo  irulicate  pre.s4M»t-<lay  practice, 
at  least  for  tin'  flotation  of  ba.'*e-metal  concent mte.*'. 

'  Mining  and  ScirrUific  I'rtaa,  July  '21,   H»H»,  12A. 
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At  the  Braden  Copper  Co.  the  ore  is  agitated  with  pine-tar 
oil  in  Hardinge  conical  mills.  These  mills  are  all  run  in  do.sed 
circuits  with  the  object  of  producing  the  least  possible  +  60-mesh 
solid  in  the  finished  pulp.  The  following  screen  analj'sis  will 
show  the  class  of  work  done  by  the  Hardinge  mills: 


On    20-mesh 

On    40-mesh 

On    60-mesh 

On    80-niesh 

On  inO-inosh 

Tlirough  lOO-nicsh 

On  2()0-nio.sh 

Through  20()-in<'sli 


Screen  ar 
feed,  per 

alysis 
cent. 

24.3 

54 

5 

15 

8 

5 

3 

3 

1 

0 

0 

100.0 


Di.scharKe, 
per  rent. 


12.0 
11.2 

8.8 
9.2 

10.4 
48.4 

100.0 


Ground  per  24  lir.,  ton.s 
Pebble  load,  kilogram .  . 

Horsepower 

Water-solid  ratio  jxilp 


86.4 

5, 200.0 

-)1.9 

0.48-1.0 


.\l  the  reconstructed  Anaconda  mill  the  ore  is  ground  in  10 
by  4-ft.  Hardinge  mills  and  8  by  Ti-ft.  tube  mills  in  clo.sed  circuit 
with  classifiers.  The  following  screen  analysis  is  typical  of  the 
flot.'it  ion  feed : 


Screen  Mile 

C'unuiUtivp,  prr 

Sipiar..  iiHsl, 

\,.,.- 

' -•!      'lilli 

cent,  mtlida 

+    IG 

l.lsn 

0.3 

+  24 

().7;U) 

13 

-f-  40 

0  4:u) 

3  0 

-f-  60 

0  2r)(» 

5.8 

-f  80 

0.210 

12.8 

+    110 

0   130 

38  5 

+   130 

0    110 

42  3 

+  160 

0  OSf) 

54  8 

-1-  200 

0  070 

59  3 

+  240 
-  240 

0  ()r>3 

0  003 

«V2  8 
37.2 

GRINDING  ORES  123 

This  is  practically  a  60-mesh  product.  In  this  case  the  oil  is 
added  ahead  of  the  grinders  and  agitated  in  the  tube  mill. 

At  the  Lewis  mill,  Battle  Mountain,  the  grinder  is  of  the  Marcy 
type  of  mill,  diameter  6  ft.  and  3  ft.  long  lined  with  manganese- 
steel  step  liners.  The  capacity  of  the  mill  is  100  tons  a  day  to 
pass  100-mesh  screen.  The  oil  mixture  is  fed  into  the  mill  with 
the  ore. 

At  the  Engels  Copper  Mining  Co.,  Plumas  Co.,  California,  the 
rolls  deliver  a  3^-in.  product  to  6  by  5-ft.  ball  mills  using  forged- 
steel  balls  2  to  5  in.  in  diameter.  The  overflow  from  the  classi- 
fier passes  direct  to  the  flotation  machines  while  the  oversize 
from  the  ball  mills  passes  to  a  7  by  10-ft.  tube  mill  working  in 
a  closed  circuit  with  a  classifier.  A  screen  analysis  shows  that 
5  per  cent,  will  remain  on  100-mesh  and  65  per  cent,  will  pass 
150-mesh  screen.  Half  the  oil  is  added  in  the  tube  mill.  The 
circulating  load  in  the  tube  mill  circuit  varies  from  400  to  500 
tons  a  day. 

At  the  Inspiration  Copper  Co.  the  ore  is  ground  with  oil  and 
water  in  8  by  6-ft.  Marcy  mills  to  about  40-mesh  screen,  tonnage 
425  tons  per  24  hr.  per  ball  mill.  Steel  ball  (chrone)  consump- 
tion 1.79  lb.  per  ton  ground.  Power  consumption  9.8G  kilowatt- 
hr.  per  ton. 

At  Maimi,  Hardinge  mills  are  used:  at  the  Brittania  copper 
mine  a  tube  mill  7  by  12  is  used  while  at  the  Gold  Hunter  mill 
the  grinding  is  done  in  a  5  by  14-ft.  tube  mill. 

At  the  Magma  Copper  Co.'s  plant,  Arizona,  a  Symons  24-in. 
disc  crusher  is  used  for  intermediate  crushing.  The  fine  grinding 
is  accomplished  by  a  Marcy  chrome-steel  ball  mill  and  a  Chalmers 
and  Wilhams  tube  mill,  the  former  reducing  to  12-mesh  and  the 
latter  to  —  60.  The  Marcy  mill  product  goes  to  the  tube  mill 
to  be  reground,  thence  to  the  flotation  system. 

These  few  notes  on  oil  flotation  are  sufficient  to  indicate  the 
growing  importance  of  the  tube  mill  in  the  metallurgical  treat- 
ment of  base  as  well  as  precious  metal-ores.  It  may  be  that  the 
tube  mill  will  in  future  take  the  place  of  the  intermediate  crushers 
as  well  as  hold  the  place  it  fills  so  well  at  the  present  time,  that  of 
taking  the  product  from  the  intermediate  crushers  and  finishing 
it  for  flotation,  amalgamation  or  cyanidation.  The  use  of  chrome- 
or  manganese-steel  balls  will  make  this  possibilit}'  an  accomplish- 
ment, judging  by  present  indications. 


CHAPTKK  TV 
CRUSHING  EFFICIENCIES 

It  is  necessary  to  have  a  means  of  comparing  the  work  of  a 
tube  mill  or  other  crushing  machines  grimiing  to  various  sizes  so 
that  the  most  effective  range  may  be  determined  and  the  suc- 
cessive stages  of  crushing  may  be  proportioned  to  give  the  maxi- 
mum efficiency  for  each  machine.  For  this  purpose  we  must  use 
a  mathematical  formula  which  will  contain  the  necessar}'  elements 
and  which  is  consistent  with  practical  experience.  While  the 
problem  appears  at  first  sight  an  easy  one,  the  more  it  is  studied 
the  more  complex  it  becomes,  by  reason  of  certain  factors  which 
cannot  be  determined  with  accuracy. 

The  problem  is  to  determine  the  amount  of  work  done  in  crush- 
ing ore,  work  being  the  overcoming  of  resistance  through  space, 
represented  by  the  formula,  work  =  distance  X  resistance. 

The  work  done  in  crushing  particles  of  rock  to  smaller  dimen- 
sions varies  in  proportion  to  the  surface  exposed  in  crushing  or 
to  the  ratio  of  the  original  to  the  final  diameters.  This  is  known 
as  the  l{ittinger  theory. 

Opposed  to  this  we  have  what  is  known  as  Kick's  law  which 
states  that  "the  energy  required  for  producing  analogous  changes 
of  configuration  of  geometrically  similar  bodies  of  equal  tech- 
nological state  varies  as  the  volumes  or  weights  of  these  bodies." 

While  jjcrsonally  I  favor  the  Hittinger  hypothesis,  both  theo- 
ries have  their  advocates.  In  most  of  the  ca.'^t's  I  have  worked 
out  the  two  methods  give  nearly  the  sjime  results.  I  quote  from 
a  recent  article  by  ().  A.  Gates'  who  is  the  origiriator  of  the  crush- 
ing surface  diagram  method  of  comiiufing  crushing  efficiencies 
based  on  the  Hittinger  theory: 

"Some  2  years  ago  tlicrc  was  publishetl  in  your  cohuniis  a  nolo  on  the 
rock-crushing  tests  then  being  conducted  nt  McCiill  University,  the  prc- 
liiniiuiry  results  of  which  indicated  that  Stadler's  theory  (»f  Kick's  law 
was  correct.  Hecently  tlu"  secretary  of  the  ('jMiatlian  Mining  Institute 
called  my  attention  to  an  editorial  in  their  October  liulUtin  referring  to 
my  pai)er  presented  in  the  September  liulUtin  of  the  .American  Institute 
of  Mining  F.ngineers,  but  more  particularly  giving  preliminarj*  conclu- 

'  Mining  and  Scientific  I'rcns,  March  11,  I'.Uii,  p.  ;{(».'». 
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sions  on  the  work  that  has  been  done  at  McGill  up  to  date, 
torial  concludes  thus: 


The  edi- 


'Nearlj^  200  tests  have  been  made  at  McGill  during  the  past  2  years 
and  we  understand  that  each  series  will  demonstrate  convincingly  the 
fallaciousness  of  expressing  power  in  terms  of  "energy  units,"  as  proposed 
by  Mr.  Stadler  in  accordance  with  Kick's  law.  Rittinger's  hypothesis, 
on  the  other  hand,  is  supported  in  so  satisfactory  a  degree  by  the 
results  obtained  by  actual  experiment  as  to  appear  quite  dependable. 
It  seems  probable,  therefore,  that  the  investigations  made  at  McGill 
and  Purdue  universities  will  result  in  terminating  the  long  standing 
controversy  between  the  supporters  of  respectively  Rittinger  and  Stad- 
ler; while  if,  as  now  seems  likely,  it  will  conduce  to  the  definite  estab- 
lishment of  a  correct  basis  for  calculating  the  efficiency  of  rock-crush- 
ing machines,  a  work  of  great  utility,  by  reason  of  its  practical  value 
to  millmen,  will  have  been  accomplished. ' " 

The  following  table  shows  the  mechanical  values  for  the 
Tyler  standard  screens  for  various  formulas  used  in  calculating 
crushing  efficiencies  taking  the  — 200-mesh  arbitrarily  at  0.002  in. 

CON.STANTS  FOR  TyLER  STANDARD  ScREP:iSr  SiZES 


Mesh 

Size  of  opening, 
inches 

Stadler, 
- 10  log  S 

Log  D/d 

D/d  (Hittinger) 

1.0 

0.7420 

1.2 

0.11 

1.3 

1.5 

0.5250 

2.8 

0.27 

1.9 

2.0 

0.3710 

4.3 

0.43 

2.7 

3.0 

0.2630 

£.8 

0.58 

3.8 

4.0 

0.18.50 

7.3 

0.73 

5.4 

6.0 

0.1310 

8.8 

0.88 

7.6 

8.0 

0.0930 

10.3 

1.02 

10.7 

10.0 

0.0650 

11.8 

1.19 

15.5 

14.0 

0.0460 

13.3 

1.33 

21.7 

20.0 

0.0328 

14.8 

1.48 

30.5 

28.0 

0.0232 

16.3 

1.63 

43.1 

35.0 

0.0164 

17.8 

1.78 

60.9 

48.0 

0.0116 

19.2 

1.92 

86.2 

65.0 

0.0082 

20.8 

2.08 

122.0 

100.0 

0.00.58 

22.3 

2.23 

172.0 

150.0 

0.0041 

23.8 

2.38 

244.0 

200.0 

0.0029 

25.3 

2.. 58 

344.8 

-200.0 

0.0020 

27.0 

2.70 

500.0 

Under  the  heading  of  "  \'olume  of  Feed"  U.  T,  Alisler  makes 
a  comparison  of  the  work  of  a  tube  mill  with  varying  amounts 
of   feed   in   which   he   uses    constants    based    on   the    Hittinger 
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theory.     A  perusal  of  his  work  will  give  an  idea  of  the  method  of 
computation. 

The  method  employed  is  first  to  make  a  screen  analysis  of  the 
ore  entering  and  leaving  the  mill.  The  percentage  of  each  grade 
is  multiplied  by  its  energy  number  and  the  difference  of  the  sum 
of  all  the  energy  units  in  the  feetl  and  di.scharge  represents  the 
number  of  energy  units  used  in  crushing.  This  figure  is  divided 
by  the  iuunl)er  of  tons  crushed  per  unit  power.  By  this  method 
the  work  done  by  two  mills  operating  un<ler  like  conditions  or  one 
mill  operating  under  unlike  conditions  can  lie  compared  with  a 
fair  degree  of  accuracy. 
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In  all  crushing  problems  the  mill  product  must  be  screened 
before  and  after  going  through  the  machine,  and  when  we  state 
that  a  certain  per  cent,  of  the  output  will  pans  a  certain  screen 
it  becomes  of  prime  importance  that  the  size  of  the.s<>  grains  Ix*  fixed 
beyond  dispute.  In  the  following  pages  this  subject  is  briefly 
treated.  It  will  be  good  policy  in  future  to  either  u.se  the  Insti- 
tute Mining  and  Metallurgy  screen  scale  or  that  known  as  the 
Tyler  standard  screen  scale,  the  latter  JK-ing  used  in  the  United 
States  while  the  former  is  us^d  mainly  in  South  Africa. 

Gage.  The  (V.  S.)  Steel  Wire  gage'  or  Washburn  atid  MtHMj 
g.ige  ("W  iV'  M  ")  is  the  staiidard  for  iron,  steel,  and  tituied  wire 
cloth,  I  lie  old  Mnglish  gage  for  bra.'^s,  copper  and  bronze  wire 
cloth  and  the  si/e  of  neeille  punclnM|  and  slotted  steel  or  iron 
plates. 

The  diameter  of  wire  uncil  in  screens  should  Ik*  measured  with  a 
micrometer  as  shown  in  the  illustration.  I'ig.  ().'),  and  recorded  in 
decimals  of  an  inch.     This  nietluNi  is  far  lH>tt(>r  than  with  a  disc 

'  Thi«  name  in  reroinmend***!  I»y  tin-  1'.  S.  Burrnu  of  StandanU.  It  wm 
nNo  known  iim  the  .Vtiiirioan  Stcol  an<I  Win*  Co.  Gage. 
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gage  because  it  shows  decimal  not  vulgar  fractional  sizes  and 
because  fine  wires  are  liable  to  stretch  when  forcing  the  wire  in 
the  notch  of  the  disc. 


t  ■»«-■•?. "IS- "IS- "f?."!!. 


Fig.  65. — Micrometer  used  for  measured  wire. 

Mesh. — The  work  "mesh"  in  wire  cloth  means  the  number  of 
openings  per  lineal  inch,  measured  from  center  of  wire,  Fig.  66, 
and  does  not  indicate  the  size  of  the  opening  or  "spaces"  unless 


1  !<;.   66. — Me.sh  of  wire  scrcii:. 

the  size  of  the  wire  is  also  known.  For  example,  a  3U-niesli 
steel  wire  cloth  may  be  made  of  wires  between  No.  27  and  36 
giving  size  of  openings  between  0.0163  and  0.0243  in.,  or  a  24- 
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mesh  screen  No.  24  wire  will  give  about  the  same  size  opening  as 
a  35-mesh  cloth  with  No.  34  wire. 

In  1907  the  Institute  of  Mining  and  Metallurgy  after  exhaust- 
ive study  adopted  screen  sizes  shown  in  the  following  table 
whore  the  size  of  the  openings  is  the  same  as  the  .size  of  the  wire, 
giving  a  constant  ratio  of  unity  between  the  area  of  open  space 
and  of  metal. 


Aperture,  inch 


Mesh  per  linear  inch 


-ize  of  wire,  inch 


0.0500 
0 . 0250 
0  0106 
{).012o 
0.0100 
0.00,S3 
0  0071 
0.0062 
0.0055 
0.0050 
0.0042 
0.003.3 
0.002.'> 


10 

20 

30 

40 

50 

60 

70 

80 

90 

100 

120 

150 

200 


0  0400 
0.02.50 
0.0166 
0.0125 
0.0100 
0.0083 
0  0071 
0.0062 
0.0055 
0.0050 
0.0042 
0.0033 
0  0025 


Makers  of  screens  have  such  ditTcri'iit  ideas  of  mesh  values 
that  it  is  impossil)lo  to  order  screens  without  stating  the  size  of 
aperture  required.  The  faMe  Ix'low  will  sliow  how  makers  gage 
their  screens. 

I)l.\MKTKHS  l)K  SCRKEN  OpBNINOS 

V,       .  L        vT      II       Commonly        Tyler         Tyler       Jdhnson  Ami  Ludlow 

Number  menhcs,  Needle       accepted       BUndard     mining  |      Ch.pm.n  .S.ylor  wire 

values       I      wire     I      wire 


0.0580 

0  0490       0  0460 

0.0420      

(»();{.')( ) 

0  02'. Ml       0  032S    0  (KtK) 

(1  (127(1 

0  0240 

0  (r22() 

()02(K)       0.(K122 

0  OlSO      I  0.019K 

OOlCw)       0  0164    0OI70 
(t01.".()      OOl.'id 


Number  meahcs 

Needle 

per  inch 

8i«e 

12 

1 

14 

2 

16 

3 

18 

4 

20 

5 

24 

6 

25 

7 

26 

H 

28 

«) 

30 

Id 

35 

11 

40 

12 

•teel 

mininc 

OO.'iS 

0.0420 

0  04«» 

0  a360 

0O42 

0  0340 

0  03.') 

0  {X\00 

(1  (I2«» 

0  (r270 

0  0230 

(»  027 

0  0210 

0  0180 

0  024 

0  0170 

0  022 

0  0140 

(1  020 

0  0115 
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For  laboratory  work  we  must  use  screens  that  have  fixed  mesh 
values  and  ones  that  can  always  be  duplicated  in  any  locality. 
As  all  screening  work  on  samples  is  done  in  the  laboratory  and 
not  in  the  mill,  when  we  say  that  a  certain  proportion  of  the  mill 
pulp  will  go  through  an  80-niesh  screen  or  as  expressed  by  metal- 
lurgists —80-mesh,  we  mean  that  in  the  assay  laboratory  using  a 
standard  set  of  screens  a  certain  per  cent,  will  go  through  that 
screen;  therefore,  every  screen  should  have  a  fixed  standard  value. 

THE  TYLER  STANDARD  SCREEN  SCALE  SIEVES 

Various  bases  for  the  starting  point  in  screen  scales  have  been 
proposed.  As  the  United  States  Government  has  standardized 
the  200-mesh  sieve  made  from  0.0021-in.  wire,  having  an  opening 
of  0.0029  in.,  this  sieve  has  been  adopted  as  the  base  of  the  Tyler 
standard  screen  scale. 

The  100-mesh  and  the  20-mesh  sieves  in  this  scale  also  come 
within  specifications  adopted  by  the  Bureau  of  Standards,  so 
that  there  are  three  sieves  in  the  series  which  have  been  standard- 
ized by  the  Bureau. 

The  ratio  between  different  sizes  of  the  screen  scale  has  been 
taken  as  1.414  or  the  square  root  of  2,  as  recommended  by  Rit- 
tinger  in  his  work  on  ore  dressing.  The  niceness  of  this  will  be 
apparent  from  the  following:  Taking  0.0029  in.  or  0.074  mm.,  the 
opening  in  the  200-mesh  sieve  as  the  base  or  starting  point,  the 
diameter  of  each  successive  opening  is  exactly  1.414  times  the 
opening  in  the  previous  sieve.  It  also  makes  the  area  of  surface 
of  each  successive  opening  in  the  scale  just  double  that  of  the 
next  finer  or  half  that  of  the  next  coarser  sieve.  In  other  words, 
the  diameters  of  the  successive  sizes  have  a  constant  ratio  of 
1.414  while  the  areas  of  the  successive  openings  have  a  constant 
ratio  of  2. 

This  constant  ratio  in  the  openings  is  shown  drawn  to  scale, 
Fig.  67.  To  illustrate :  the  opening  0.093  in.  in  the  (8-mesh) 
sieve  is  1.414  times  the  opening  in  the  preceding  sieve  0.0()5  in. 
(10-mesh).  The  area  of  the  opening  in  0.093  in.  (8-mesh)  sieve 
is  twice  that  of  0.06o-in.  (10-mesh)  and  just  half  the  area  of  the 
opening  in  the  0.131-in.  (O-mesh)  sieve. 

Another  advantage  in  this  selection  of  ratio  is  that  b}'  skij)- 
ping  every  other  screen,  you  have  a  ratio  of  diameter  of  2  to  1, 
by  skipping  two  sizes  you  have  a  ratio  of  3  to  1  (approximately), 
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and  by  skipping  three  sizes,  you  get  a  ratio  of  4  to  1,  so  that  in 
selecting  a  screen  scale  for  concentrating  work,  for  instance,  you 
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can  pick  (nil  lidiii  the  lahlc  without  any  calculation  a  I.  II  I.  '2.  3. 
<»r    1  tit   I    lat  i«)  of  opciiiiij^. 
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Tyler  Standard  Screens 


Mesh  per 
linear  inch 

Opening, 
inches 

Opening, 
millimeters 

Diameter 
of  wire, 
inches 

Diameter  of 

wire, 
millimeters 

Area  of  open- 
ings, square 
inches 

4.2000 

106.600 

0.3750 

9.52 

17.64 

2.9700 

75.390 

0.2070 

5.26 

8.82 

2.1000 

53.330 

0.1920 

4.88 

4.41 

1.4900 

37.730 

0.1490 

3.78 

2.20 

1.0500 

26.670 

0.1490 

3.78 

1.10 

0.7420 

18.850 

0.1350 

3.43 

0.551 

0.5250 

13.330 

0.1050 

2.67 

0.276 

0.3710 

9.423 

0.0920 

2.34 

0.138 

3 

0.2630 

6.680 

0.0700 

1.78 

0.069 

4 

0.1850 

4.699 

0.0650 

1.65 

0.034 

6 

0.1310 

3.327 

0.0360 

0.91 

0.017 

8 

0.0930 

2.362 

0.0320 

0.81 

0.0086 

10 

0.0650 

1.651 

0.0350 

0.89 

0.0042 

14 

0.0460 

1.168 

0.0250 

0.64 

0.0021 

20 

0.0328 

0.833 

0.0172 

0.44 

0.00108 

28 

0.0232 

0.589 

0.0125 

0.32 

0.00054 

35 

0.0164 

0.417 

0.0122 

0.31 

0.00027 

48 

0.0116 

0.295 

0.0092 

0.23 

0.000135 

65 

0.0082 

0.208 

0.0072 

0.18 

0.0000672 

100 

0.0058 

0.147 

0.0042 

0.11 

0.0000336 

150 

0.0041 

0.104 

0.0026 

0.07 

0.0000168 

200 

0.0029 

0.074 

0.0021 

0.05 

0.0000084 

The  screen  scale  in  the  following  table  is  based  on  an  opening 
of  0.0029  in.  and  increases  in  series  in  the  ratio  of  the  fourth  root 
of  2  or  1,189,  the  factor  recommended  by  Prof.  Richards  in  his 
work  on  ore  dressing. 


~ 

For  Closer  Sizing— 65-  to  200- M 

ESH 

Opening  in  inches, 
ratio  or  1.189 

Opening  in  milli- 
meters 

Mesh 

Diameter  of  wire,  deci- 
mal of  an  inch 

0.0082 

0.208 

65 

0.0072 

0.0069 

0.175 

80 

0.0056 

0.0058 

0.147 

100 

0.0042 

0.0049 

0.124 

115 

0.0038 

0.0041 

0.104 

150 

0.0020 

0.0035 

0.088 

170 

0.0024 

0.0029 

0.074 

200 

0.0021 

("HAPTKH   V 
THE  USE  OF  WROUGHT  IRON  AND  ALLOY  STEELS 

1  have  indicated  in  a  fore^oin^f  cliapter  tlie  growing  use  of 
manganese  and  chrome  steel  for  grinding  balls  in  tube  mills 
as  well  as  their  use  for  linings.  It  is  therefore  important  that 
the  student  or  operator  should  be  conversant  with  the  fpialities 
imparted  to  steel  by  the  addition  of  (juantities  of  the  various  sub- 
stances now  used  in  ''alloj'  steels." 

If  we  consider  the  various  stresses  to  which  crushing  machines 
are  subjected  we  readily  appreciate  the  fact  that  some  attention 
should  l)e  given  to  the  study  of  the  various  alloy  steels  now  com- 
ing into  use.  W'v  should  not  be  led  to  believe  that  their  u.se  is  a 
remedy  for  all  evils  for  l)oth  wrought  iron  and  carbon  steel  are 
more  suitable  for  some  classes  of  work  than  any  mixtures  of 
steel  with  manganese,  nickel,  chrome,  tungsten  or  vanadium. 

Most  steels  contain  a  small  percentage  of  manganese  b}'  reasons 
of  the  methods  of  manufacture,  so  that  this  element  is  a  basic 
constituent  of  steel  and  until  this  amounts  to  over  2  per  cent., 
the  product  is  still  cari)on  steel.  Over  this  amount  we  have 
manganese  steel,  but  the  real  manganese  steel  contains  over  6 
per  cent,  manganese  for  between  2  and  (>  [)er  cent,  the  alloy  is  so 
brittle  as  to  be  worthless  from  an  economic  point  of  view. 

Owing  to  the  ease  with  which  some  of  the  elements  enter  the 
slags,  it  is  difficult  to  keep  to  a  fixed  |)ercentage  of  the  element 
within  narrow  limits.  In  the  manganese  alloys  containing  10  to 
1")  per  cent.,  wlit  ii  made  in  I.irge  (piantities  by  the  openhearth 
process,  the  manufacturers  reipiirea  limit  of  at  least  I '  •_>  |)ereent., 
u|)  and  down.  On  account  of  the  ditficulty  of  decarburizing  the 
raw  |)roducts  containing  the  alloy  element,  it  is  not  commercially 
profitable  to  fix  the  carbon  content,  this  being  approximately 
regul.ited  by  the  aujount  of  carbon  in  the  steel  In-fore  the 
addition  of  the  alloy  element,  and  by  th.at  ('ontained  in  the  alloy 
iron.  l''or  e\,imple,  ferromangane.><e  containing  from  CA)  to  SO 
|M'r  cent,  manganese,  has  a  c:irlM»n  content  of  (i  to  (i.aO  per  (vnt., 
!iinl  while  the  c;nbon  content  ill  the  steel,  U^fort^  adding  the 
f(  rr<tmaiigane.se,  m.iy  be  lowered  to  under  O.IO  per  cent.  carl>on, 
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yet  it  must  take  in  the  carbon  of  the  fcrronianganese  when  this 
is  added.  The  above  inference  pertains  to  steels  made  by  the 
openhearth  or  Bessemer  processes;  those  made  by  the  crucible 
and  electro-smelting  processes  are  more  even  in  composition, 
and  can  be  duplicated  within  very  narrow  limits. 

It  appears  that  steel  is  a  nicely  balanced  product,  in  which 
any  increase  in  any  one  physical  quality  is  compensated  by  a 
decrease  in  some  other  quality.  For  example,  when  we  increase 
its  tenacity  by  the  addition  of  some  element  such  as  carbon,  we 
decrease  some  other  quality,  such  as  its  ductihty  or  elasticity. 
With  plain  carbon  steel,  an  increase  of  carbon  up  to  a  certain 
maximum,  increases  the  tensile  strength,  likewise  the  hardness, 
but  at  the  same  time  it  decreases  the  ductihty  until  this  becomes 
nil.     This  may  be  seen  by  consulting  the  graphs. 

The  curious  feature  in  respect  to  the  alloy  steels  is  that  the 
increase  and  decrease  of  the  physical  qualities  follows  no  definite 
rule,  so  one  cannot  predetermine  qualities  of  steel  containing  a 
certain  per  cent,  of  the  alloy  element,  from  a  knowledge  of  what 
the  qualities  were  when  a  different  proportion  of  this  element  is 
used.  It  is  therefore  a  question  for  experiment  to  determine  the 
physical  qualities  of  alloy  steels,  with  different  percentages  and 
combinations  of  the  alloy. 

CHOICE  OF  MATERIAL  FOR  THE  WORK 

When  choosing  iron  or  steel  for  any  particular  work,  we  should 
consider  tests  made  on  material  undergoing  similar  stres.ses  to 
those  in  actual  practice,  and  on  test  pieces  as  near  as  possible  to 
the  actual  size  of  the  pieces  actually  used.  For  example,  the 
usual  physical  tests  recorded  are :  the  tenacity  or  tensile  strength, 
which  is  the  force  with  which  a  body  resists  being  pulled  asunder, 
stated  in  pounds  or  tons  per  square  inch;  the  limit  of  elasticity, 
or  the  point  at  which  a  body  is  permanently  deformed  when  sub- 
jected to  a  stretching  strain,  reckonefl  in  pounds  or  tons  per 
square  inch,  sometimes  confused  with  the  yield  point,  which  is 
near  to,  but  not  the  same  as  the  elastic  limit;  the  ductility,  which 
is  the  extent  to  which  a  body  elongates  l)efore  breaking,  measured 
as  a  percentage  of  the  length;  the  reduction  in  area,  or  the  amount 
a  test  piece  is  reduced  in  size  at  the  point  of  fracture;'  the  com- 

•A  coarso-grainod,  ovcrhcatcil  steel  will  show  a  low  pcrccnta^t^  of 
reduction  c^f  area  and  is  tiicrcforo  to  he  avoided.  A  well-lianiiiiered  or 
rolled  or  heat-treated  piece  will  show  a  high  percentage  of  reduction  as  a 
result  of  a  very  fine  grain. 
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pressivc  strength,  which  is  the  pressure  required  to  produce 
fracture;  and  tlio  hardness,  which  is  measured  by  the  amount  of 
indentation  produced  by  a  weighted  steel  ball  10  mm.  diameter 
with  a  pressure  of  3,000  kg.  The  hardness  number  is  obtained 
by  dividing  the  area  of  the  s|)herical  indentation  into  the  pres- 
sure. Fig.  08  shows  the  hardnesses  of  some  alloy  steels.  These 
are  also  hot  and  cold  bending  tests  required  for  some  material. 
For  example,  in  specifying  for  wrought  iron  it  is  general  to  require 
the  specimen  to  be  bent  hot  and  cold  through  an  angle  of  180° 
without  signs  of  breaking. 

These  tests  are  evidently  useful  only  for  choosing  a  material 
that  has  to  withstand  static  stresses,  and  are  useless  when  we  have 
to  consider  the  effect  of  dynamic  forces,  such  as  forces  due  to 
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Fia.  68. — Graph  of  hardness  of  various  alloy  stcoU. 

iiMpact,  icitaiv  vibrations  or  coinblMat ions  of  many  dynamic 
forces,  acting  in  union  or  intermittently.  The  point  is  to  test 
the  proposed  material  under  as  nearly  tlu>  practical  conditions  a.s 
possil)le,  for  while  we  may  have  a  small  test  piece  with  high 
static  properties,  we  have  no  indication  of  how  large  forgings 
will  ad  under  dynamic  stres.ses,  as  tlu'  diniculties  encountered  in 
the  h«'at  tn'atment  of  large  pieces  of  metal  are  absent  when  small 
pieces  are  similarly  treated. 

Some  authoiitative  figures  will  illustrate  the  point  of  vi(>w. 
First  is  a  table  showing  a  comparison  between  the  physical 
(pialities  of  mild  st«>el  and  wrought  iron.' 

Suppose  th;it  we  recjuin'  a  material  in  which  »luctility  is  the 
most  in)|)ortant  (piality  necessary.      We  .'^'e  that  the  mihl  st(»cl 

'  lloK,  Tratisacluma  .\iiM>rirnn  Iiistitutf  Mining  Knuinooni;  xxxvi,  p.  210. 
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is  superior  to  the  wrought  iron  in  tensile  strength  and  elastic 
limit,  and  that  the  elongation  is  greater  on  a  12-in.  test  piece, 
but  on  an  18-ft.  test,  the  reverse  is  true.  We  also  find  the  reduc- 
tion of  area  to  be  greater  on  mild  steel.  Now  suppose  we  are 
considering  the  material  for  a  camshaft  which  is  going  to  be  14 
ft.  long;  evidently  we  will  then  favor  the  test  of  a  length  somewhat 
similar,  and  dynamic  tests  on  the  material  proving  equal,  we  may 
with  good  judgment  select  the  wrought  iron.  The  elongation 
and  reduction  of  area  are  the  effect  of  that  quality  of  wrought 
iron,  by  which  it  elongates  over  a  much  greater  length,  owing  to 
its  fibrous  nature,  than  does  steel. 

Considering  the  dynamic  properties,  the  available  figures  are 
rather  scant,  but  enough  has  been  done  to  direct  present-day 
practice. 

Two  sets  of  comparative  figures  are  here  given.  The  sets 
themselves  must  not  be  compared,  as  it  is  not  certain  whether 
they  were  taken  under  identical  conditions. 

The  Society  of  Automobile  Engineers  use  what  they  call  a 
quality  figure,  represented  by  a  number  which  expresses  the  rela- 
tive power  of  metals  to  resist  dynamic  stresses,  often  referred  to 
as  "fatigue."  "This  figure  has  been  taken  arbitrarily  as  con- 
sisting of  the  following  components:  (1)  Elastic  limit,  showing 
the  range  of  load.  (2)  Reduction  of  area  (static  ductility). 
(3)  Alternation  (dynamic  figure),  being  a  measure  of  the  fatigue 
resisting  power.  The  product  of  these  components  should  give 
a  measure  of  both  static  and  dynamic  strength  of  the  steel  :"^ 


Alternations   1  Quality  figure 

Carbon  .steel,  cf)ld-rollcd,  not  treated 

129,600               225 
319,200      1          375 
412,200               596 
670,800             2,400 

Chrome-nickel  steel-annealed 

Carbon  steel,  hot-rolled,  heat-treated 

Chromo-niokcl,  hcat-treatod               

Transactions  Society  Automobile  Engineers,  1912. 
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Elastic  limit  X  reduction  area  X  dynamic  fig. 

Qua!,  hg.  =  jQ^  -  -      - 

"The  (lynaniic  figure  is  obtaineil  by  using  a  test  piece  approxi- 
mately 0.174  by  0.500  by  0  in.,  clamped  in  one  end  of  a  vise.  A 
tool-steel  head,  with  a  0.5-in.  slot,  is  placed  over  the  other  end, 
the  distance  from  the  striking  head  to  the  vise  line  being  4  in. 
A  crank  and  connecting  rod  operated  by  a  O.o-in.  eccentric  fur- 
nishes the  reciprocating  motion  for  the  head,  causing  a  rapid 
vibration  of  the  test  piece.  In  addition  to  this  alternating  fl(>x- 
ure,  the  test  piece  is  also  subjected  at  each  rev<'rsal  to  an  impact, 
due  to  the  slot  in  the  reciprocating  head."  Hy  this  method 
annealed  chrome-nickel  steel  is  nearly  2..')  times  stronger  dynamic- 
ally than  the  carbon  steel,  both  having  the  same  elastic  limit. 

The  next  table  shows  some  comparative  figures  obtained  on 
ditTerent  nititerials  by  static  and  dynamic  tests :^ 


Kksults  of  Mechanical  Te.sts  of  Typical  Vanadium  and  Othkr  Stkf.ls 


No.  1 

carbon 

"  axle' ' 

ateel 


Yield  point  pounds 
per  square  inch 41,320 

Ultimate  slrctia  tensile 
strength,  poundM  per 
Mijuare  inch 05,840 

Ilatio,  per  cent 02 

I'.lonKutiun  on  2  in.,  per 

cent 12 

Contraction  of  area, 
per  cent 01 

Tornional  twists 2.0 

Alternating  bends lU 

I'rnduliini  impact  foot- 
pounds      12. .'{ 

.Mternating  impact 
number  of  H(ri«iies.  .  .  .        000 

I'filliiiu  weight  oo 
r .''  Iii-d  bnr  number 
..I  M.iws   2.% 

Kotnry  vibrations 
numlHT  of  revolu- 
tions        0,2tK) 


No.  2 

nickel 

"  axle" 

ateel 


No.  3     i       No.  4        „.^.j:.^„ 
!  vanadium!  vanadium     ^o^r S 


Nature 

of 

tests 


49,270         03,570 


87,300 
50 

34 

.-iS 

;».2 

12 
14.0 


00,080 
00 


2,7»Hl 


127. S(M) 

87 

20 
.%8 
10 
12  () 
1  ..S.'K) 


.'24, (KX)       SUtic. 


.'32.7.V) 
00 


30 

IS 

t'l 

0  0 

8(MI 


10,(H)<) 


Static. 
Static. 


Static. 
Static. 
Intermediate. 

Dynamic. 

Dynamic. 

Dynamic 

Dynamic 


Fur  dynamic  and  static  teat  mi  t  number  uf  "alloy  "  steels,  consult  Krnl,  p.  477. 

The  American  Society  for  Testing  Materials  hjus  adopted   a 
'  Trnnnnrlinnn  A.  I.  M.  K.,  xxviii,  p.  702. 
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dynamic  test  for  stay-bolt  iron,  called  the  "vibration  test,"  in 
which  the  bar  must  stand  a  minimum  of  6,000  revolutions  under 
the  following  conditions:  "A  threaded  specimen,  fixed  at  one 
end,  has  the  other  end  moved  in  a  circular  path,  while  stressed 
with  a  tensile  load  of  4,000  lb.  The  circle  described  shall  have 
a  radius  of  %2  ^^-  at  a  point  8  in.  from  the  fixed  end  of  the 
specimen." 

A  drop  test  is  at  times  substituted  for  the  physical  tests  enum- 
erated,  this  being  general  for  steel  rails.     "The  drop-testing 
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Fig.  69. — The  tensile  strength  of  various  alloy  steels. 

machine  has  a  tup  or  free  falling  weight  of  2,000  lb.,  the  striking 
face  of  which  has  a  radius  of  not  more  than  5  in."  For  a  rail 
weighing  from  91  to  100  lb.  the  height  of  drop  is  18  ft.,  for  81  to 
90  lb.  17  ft.,  and  the  test  piece  4  to  0  ft.  long  when  placed  witii 
the  face  of  the  rail  up,  resting  on  solid  suj^ports  3  ft.  apart  should 
not  break  under  this  impact. 

The  elastic  limit  of  carbon  steel  is  about  half  (lie  tensile 
strength,  and  is  so  considered  in  most  specifications.  In  the 
alloy  steels  the  elaslic  liniil  varies,  increasing  or  diminishing  gen- 
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erally  witli  the  tensile  strength,  but  not  always  in  the  same  pro- 
portion; in  fact,  the  great  value  of  these  alloys  is  in  the  fact  that 
the  elastic  limit  at  times  is  as  great  as  the  tensile  strength.  This 
may  be  seen  in  some  of  the  vanadium  alloys,  which  means  that 
this  steel  breaks  practically  without  any  permanent  deformation; 
its  ductility  tlierefore  cannot  be  very  high.  For  the  purpose  of 
considering  the  static  stresses  alone  we  will  consider  the  tensile 
strength  or  resistance  to  being  pulled  asunder,  Fig.  G9,  tlie  elastic 
Innit  or  the  stress  required  to  protlucc  a  permanent  deformation, 
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Fig.  70,  and  the  (hictiUty  n'j)re.-it'nled  l»y  tiic  percrntage  of  elonga- 
tion produced  in  a  l)ar  of  known  area  and  length.  Fig.  71. 

If  we  now  look  at  the  graphs  .some  peculiar  features  are  at  once 
ap|)arrnt ;  first  the  remarkable  tensile  strength  of  nickel,  tungsten 
and  vanadium  steels,  and  with  this  their  low  ductility;  the  in- 
crea.sed  tensile  strength  of  carbon  steel  up  to  1.20  |)cr  cent.,  with 
its  decreasing  <luctility,  but  its  high  ductility  with  low  carbon 
roiitent;  the  high  tensile  strength  and  high  ductility  of  12. .")t)  to 
11  per  cent,  mangancs*'  steel,  and  its  comparatively  low  clastic 
limit;  :ind  the  f.act   fli.it   mangane.se  when  added  to  st<»el  \m\»  in 
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some  respects  a  contrary  effect  to  that  of  carbon,  for  when 
quenched,  instead  of  increasing,  it  decreases  the  hardness,  and 
instead  of  decreasing  the  ductihty  as  with  carbon  steel,  it  is 
increased.  The  effect  of  the  addition  of  nickel  to  steel  causes 
somewhat  similar  variations,  as  does  manganese. 

There  are  alloys  made  with  varying  percentages  of  two  or  more 
elements  used  for  special  work,  and  their  behavior  is  sufficiently 
indicated  in  the  graphs  by  combining  the  curves  of  the  several 
elements.  The  dynamic  qualities  developed  in  steel  by  the  addi- 
tion of  the  elements  mentioned  appears  to  be  due  to  molecular 
changes  producing  internal  structures  more  favorable  to  with- 
stand certain  classes  of  stresses. 
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Fig.  71. — Graph  of  the  ductiUty  of  various  alloy  steels. 


Some  of  the  alloy  steels  have  been  used  with  benefit  in  the 
automobile  industry,  particularly  to  withstand  great  vibratory 
stresses,  and  where  an  increase  of  strength  allows  less  weight  of 
material.  Axles  are  made  of  nickel-chrome  and  vanadium  steel, 
both  said  to  withstand  the  dynamic  stresses  to  a  remarkable 
degree. 

The  effects  of  different  heat  treatments  of  carbon  steel  or  alloy 
steel  has  a  marked  influence  upon  their  behavior  under  physical 
stresses.  The  general  influence  is  to  cause  an  increase  in  the 
elastic  limit,  with  a  lowering  of  the  percentage  of  elongation  antl 
reduction  of  area,  but  the  subject  is  too  complex  to  be  treated 
here.  The  effect  of  heat  treatment  on  carbon  openhearth  steel 
is  indicated  in  the  following  table. 

To  compare  the  comparative  endurance  of  wrought  iron  and 
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I  I] treat ed  Heat-treated 


Tensile  strength,  pounds  per  square  inch 50,600  85,300 

Elastic  limit,  pounds  per  square  inch 28,950  27,300 

Elongation,  per  cent    37. (X)  2S.25 


mild  steel  Souther'  tested  bars  of  each  material  of  similar  static 
(jualities  in  a  standard  maehine,  where  the  specimen  is  sui)p()rted 
in  the  middle  and  loaded  at  both  ends,  the  loads  being  carried 
on  l)all  bearings,  which  push  snugly  over  the  end  of  the  specimen 
against  a  collar.  The  test  piece  was  revolved  with  the  load  of 
the  suspended  weights. 

Tknsile  Tests 


IClastic  limit,                 Teii.siie 
tuus  ^er                  HtreiiKtU, 
sq.  in             tons  per  aq.  in.  i 

Ueilurtioli 

in  area, 
per  oent. 

KlongatioD, 
per  cent. 

Wrouglit  iron 

Basic  steel 

18.7                   2r)  5 
ISO                   2S  2 

35,0 
64 . 5 

24  0 
40  0 

Endurance  Tests 

Loads,  lb. 

K.Vnl 

utioiis 

Wrought  iron. .  . . 
Basic  steel 

SO 
SO 

20,882,800 
S35,(KH) 

17,556,200 
1,891,300 

These  tests  show  that  wrought  iron  of  nearly  the  .same  static 
(lualities  as  mild  steel,  under  80  lb.  load,  has  much  greater  power 
to  resist  fatigue. 

Has(iuin-  shows  that  the  rel;i(i\-e  dynamic  (jualities  of  wrought 
iron  and  mild  steel  depends  upon  amount  of  the  stressing  loads. 
I  tider  small  loads,  such  as  T'j  tons  per  stpiare  itu'h.  the  wrought 
iron  shows  greater  endur.ince  than  any  carbon  steel,  but  under 
high  stre.s.srs  up  to  about  11}  ^  tons  per  sipiare  inch,  the  lH*st 
grade  of  spring  steel  shows  greater  resistance  to  fatigue.*  This 
emphasi/es  the  fact  already  st.'ited  th;it  material  should  l>e  tested 
imder  conditions  as  near  ;is  possible  to  those  for  which  it  is  in- 

'  IIk.nuy  Soctiikh,  .\iiierirnn  S«M'iety  Te.Mtiiig  MaterialH,  l'.M)S. 
'  Kruhirunce  Tent**,  .\iiierirnit  Society  Testing  MnterinN,  1911. 
'  ItoHKNMAiN,    "Fatigue   \n  cnused   liy   A\\^   Iwunl-**   U'twifn   the    cr>*8t«I 
grninH  extending  fntni  onecryNlid  tnitnolher  in  nearly  the  (Uiine  direcliun." 
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tended.  A  camshaft,  with  a  sectional  area  of  28  to  38  sq.  in., 
is  under  a  load  of  from  6  to  12  tons,  so  may  be  classed  with  the 
wrought  iron  showing  greater  endurance  than  mild  steel. 

The  difference  between  wrought  iron  and  mild  steel  is  not  so 
much  the  difference  in  the  per  cent,  of  carbon  content  as  in  the 
structure  due  to  the  method  of  manufacture.  Owing  to  the  high 
temperature  at  which  steels  are  finished,  the  metal  is  .so  fluid  as 
to  allow  of  the  separation  of  the  slag,  while  malleable  iron  ordi- 
narily contains  from  1  to  2  per  cent.,  although  this  can  be  con- 
siderably reduced  b}^  further  squeezing  and  forging.  ]\Iallcable 
iron  is  soft,  ductile  and  tough;  mild  steel  strong  and  flexible. 

"The  carbon  content  of  steel  usuallj''  varies  between  0.10  and 
2  per  cent.  ^letal  having  more  than  2  per  cent,  is  called  cast  iron, 
and  is  used  as  such.  Until  recently  wrought  iron  was  about  the 
only  useful  iron  product  that  contained  less  than  0.10  per  cent, 
of  carbon.  At  the  present  time,  however,  so-called  ingot  iron 
(made  in  the  openhearth  furnace,  and  by  some  considered  as  mild 
steel),  consisting  of  about  99.9  per  cent,  pure  iron,  with  only  a 
trace  of  carbon  (and  no  slag),  is  made  commercially.  With 
a  carbon  content  of  from  0.10  to  0.30  per  cent.,  steel  is  soft,  and 
cannot  be  hardened  enough  to  prevent  cutting  with  a  file.  With 
a  carbon  content  of  from  0.30  to  2  per  cent,  it  can  be  hardened 
so  as  to  cut  other  steels  or  metals,  and  is  then  called  tool,  "half- 
hard  or  high-carbon  steel,  according  to  the  carbon  content."^ 

The  shrinkage  of  manganese  steel  is  excessive,  amounting  to 
^6  in.  per  foot  as  against  ^{q  to  }i  in.  in  ordinary  practice.  The 
patterns  therefore  must  be  made  with  proper  shrinkage  allowance 
and  for  this  reason  the  founders  usually  prefer  to  make  their 
own  patterns  from  original  drawings  suppKed  by  their  customers. 
Allowances  for  shrinkage  are  not  confined  simply  to  the  dimen- 
sions of  the  pattern  but  also  include  the  distribution  of  the  metal 
in  the  ca-sting.  This  is  important  since  the  heat  treatment  and 
cooling  produce  strains  that  must  be  taken  care  of.  Manganese 
steel  has  the  combined  qualities  of  toughness  and  hardness,  which 
makes  it  especially  rehable  in  service  where  there  is  excessive 
abrasive  wear.  Its  physical  characteristics  are  similar  to  any 
high-grade  steel,  as  indicated  by  the  following  figures  which  are 
an  average  of  eight  tests  of  manganese  steel  produced  l)y  the 
American  Manganese  Steel  Co.  for  Komata  tube-mill  liners, 
made  by  Robt.  Hunt  &  Co.,  Chicago: 

1  E.  T.  Lakk,  "Conipoaition  and  Ilcat  Treatment  uf  Steel." 
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Elastic  limit  per  square  inch,  57,775  lb.;  tensile  strength  per 
square  inch,  02,420  lb.;  per  cent,  elongation  in  2  in.,  2G.91,  and 
per  cent,  reduction  of  area,  27.02. 

Average  Analysis  of  Cast  Manganese  Steel 

Per  cent. 

Carbon 1-25 

Silicon 0.30 

Manganese 12 .  50 

Sulphur  less  than 0 .  02 

Phosphorus,  about 0 .  08 

After  the  castings  are  poured  they  mu.st  be  annealed,  but  before 
this  is  done  it  is  sometimes  necessary  to  give  them  a  preliminary 
heat  treatment  to  neutralize  the  shrinkage  strains.  Usually 
they  are  allowed  to  cool  and  are  then  carefully  annealed  to  make 
them  ductile  and  tough. 

Castings  which  must  be  carefully  finished  are  taken  to  the 
machine  shop  for  the  final  operations.  Mangane.se  steel, 
although  ductile  and  in  a  comparative  degree,  soft,  is  also  exceed- 
ingly tough  and  dense  and  for  this  reason  ordinary  machining 
methods  are  unsuccessful  and  grinding  must  be  resorted  to. 

The  thickness  of  metal  which  can  be  successfully  annealed  has 
been  gradually  increased  until  now  castings  with  walls  53-2  in. 
thick  are  successfully  treated.  It  is  rea.'ionable  to  suppose  that 
this  limit  will  be  somewhat  increased  with  additional  experience, 
since  G-in.  bars  have  already  been  annealed  experimentally. 
This  has  an  important  bearing  on  the  general  prol)lem  since  every 
increa.se  in  the  depth  of  annealing  wiilens  the  field  for  manganese 
castings.' 

Manganese  st(>('l  with  13  to  14  per  cent,  manganese  and  1  jwr 
cent,  carbon  has  a  tensile  strength  of  50  to  75  tons  per  square 
inch,  elongation  of  50  per  cent.,  and  elastic  limit  from  17  tons  for 
iintempered  low-carbon  steel,  to  41}<>  tons,  for  temix^red  high- 
cari)on  steel.  To  obtain  this  high  tensile  strength  and  ductility 
the  manganese  must  be  subjected  to  a  heat  treatment  by  Inking 
reheated  to  a  high  temperature  and  quenched.  This  process  for 
large  forgings  produces  a  tendency  to  craek,  due  to  interior 
stresses,  which  may  account  for  the  comparatively  low  elastic 
limit.  These  ijilerior  defects  would  prohibit  its  u.se  for  camshafts, 
and  perha|)s  this  is  the  reason  it  has  not  been  tried  for  this 
purjjose. 

•  Hulletin  52,  AmcrirHU  .MnnnHtiefM'  Strrl  Co. 
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At  the  Nipissing  stamp  mill  chilled  cast-iron  mortar  liners 
lasted  30  da3's  while  those  of  manganese  steel  of  the  same  thick- 
ness lasted  165  days,  thereby  saving  more  than  the  difference  in 
cost.  At  the  Morro  Welho  mill,  Brazil,  fluted  linings  of  man- 
ganese steel  are  used  in  the  tube  mills  at  an  estimated  cost  of 
94  cts.  per  day  replacing  chilled  iron  that  cost  $1.82  a  day.  At 
other  mills  manganese  linings  have  not  given  satisfaction. 

In  the  comparative  list  of  iron  and  steel  is  a  nickel-chrome 
alloy  recommended  by  the  manufacturers  for  camshafts.  It  has 
a  tensile  strength  as  high  as  62  tons  per  square  inch,  elastic  limit 
up  to  51  tons  per  square  inch,  an  elongation  of  20  per  cent,  and 
reduction  area  of  60  per  cent.  This  nickel-chrome  steel,  as  well 
as  the  ordinary  vanadium  steel,  possesses  static  qualities  that 
commend  its  use  in  place  of  wrought  iron  or  mild  steel  for  cam- 
shafts, but  how  it  will  behave  dynamically  under  the  conditions 
requisite  for  sustained  effort  in  the  stamp  mill  can  be  determined 
only  by  trial. 

Rockbreaker  jaws  must  be  made  of  material  combining  hard- 
ness with  strength,  so  we  see  carbon,  chrome  and  manganese 
steels  used  for  the  purpose.  Both  of  the  latter  are  superior  to 
carbon  steel,  which  although  hard  is  more  or  less  brittle.  The 
addition  of  the  chromium  or  manganese  communicates  to  the 
steel  the  power  to  resist  abrasive  forces.  Between  10  and  13 
per  cent,  manganese  steel  is  probably  the  best  for  rockbreaker 
jaws. 

Line  shafting  is  seldom  subject  to  any  but  bending  strains,  and 
is  always  worked  with  a  big  factor  of  safety.  Hence  this  part 
of  the  mill  seldom  fails,  the  mild  steel  used  answering  all  our 
requirements.  Pulleys  seldom  give  any  trouble,  so  there  is  no 
need  of  changing  from  cast  iron  or  carbon  steel  so  long  as  the 
rim,  spoke  and  hub  are  sufficiently  strong  to  withstand  the  strains 
due  to  the  pull  of  the  belt  and  the  centrifugal  force  of  the  moving 
pulley. 

Referring  to  the  graphs  of  the  alloy  steel  I  infer  that  the  tests 
were  from  small  lots  melted  in  crucibles  or  electric  furnaces,  and 
would  therefore  not  represent  big  forgings  which  may,  as  in  the 
case  of  13^  per  cent,  manganese,  develop  such  internal  stresses 
as  to  be  worthless  for  some  purposes. 

The  data  for  the  graphs  were  taken  from  Greenwood  and 
Sexton,  Lake,  Howe,  Hatfield,  Guillet  and  Escard.  While  these 
graphs  may  be  faulty  in  as  far  as  the  carbon  content  is  not  taken 
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into  account,  in  all  cases  except  in  the  carbon  steel,  it  is  good  so 
far  as  our  knowledge  goes. 

The  line  of  tensile  strength  for  nickel  goes  to  nearly  100  tons 
per  square  inch.  The  alloy  between  8  and  15  per  cent,  is  very 
brittle,  and  from  20  per  cent,  up  the  toughness  increases,  com- 
pensated for  b}^  the  lowering  of  the  elastic  limit  and  tensile 
strength.     The  usual  percentage  used  is  from  3  to  3^2  per  cent. 
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APPKXDIX 

USEFUL  DATA 

1  sec. -ft.  of  water  equals  40  California  ininer's  in. 
1  sec. -ft.  of  water  equals  38.4  Colorado  miner's  in. 

1  sec.  ft.  equals  7.48  U.  S.  gal.  per  second;  equals  448.8  gal.  per  njinute; 
equals  646,272  gal.  per  day. 

1.  U.  S.  gal.  equals  231  cu.  in.  or  8.33  lb.  water  at  4°C. 

1  cu.  ft.  equals  7.48  U.  S.  gal.  or  62.4  lb.  water  at  4°C. 

Atmospheric  pressure  at  sea  level  equals  14.7  lb.  per  square  inch. 

Height  of  mercury  column  at  sea  level  29.9  in. 

Height  of  water  column  at  sea  level  equals  33.9  ft. 

1  B.t.u.  is  equivalent  to  the  expenditure  of  778  ft. -lb.  of  work. 

Pounds  per  square  inch  equals  0.434  times  head  of  water  in  feet. 

To  convert  Centigrade  to  Fahrenheit : 

Temp.  C.  =  H  (temp.  F.  -  32). 

Temp.  F.  =  %  (temp.  C.  +  32). 

746  watts. 

0.746  kw. 

33,000  ft.-lb.  per  minute. 

550  ft.-lb.  per  second. 

42.44  B.t.u.  heat  units  per  miiiute. 

23.5  lb.  cal.  units  per  minute  (pounds,  degrees  C). 

0.707  heat  vjnits  per  second. 

0.175  lb.  carbon  oxidized  per  hour. 

150  sq.  ft.  heating  surface  in  a  standard  tubular  boiler. 

2.64  lb.  water  evaporated  per  hour  from  water  at  212"^. 


1  hp. 


volts  X  amperes 
716 


for  coiitinuovis  currt-nts. 


,  Stones  generally  0.2  to  0.22. 
Specific  heut     ,  Quartz  0.188. 
1  Marble  0.21. 

CONVERSION   OF  THE   METRIC  SYSTEM 


1  m.  -  39.37  in.  or  3.2s I  ft 
1  km.  -  0.6214  miles 
I  hectare  »  2.171  ncn-.-. 
I  Mq.  m.   "   1C>.7(»  ni\.  ft. 
I  c.c   -  0.061  ru.  in. 
1  liUr  -  61.02  cu.  in.  or  0.2642  gal. 
1  mi.  per  wcond  ■■  0.03281  ft.  per  necond. 
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1  gram  =  15.43  grains  =  0.03527  oz. 

1  kg.  =  15,432  grains  or  2.205  lb. 

1  kg.  per  square  meter  =  0.2048  lb.  per  square  foot. 

1  kgm.  =  7.233  ft.-Ib. 

1  kw.-hr.  =  1.342  hp.-hr. 

1  metric  hp.  =  0.9863  hp. 

CYANIDE  CHEMISTRY 
Determination  of  Gold  and  Silver.    Eight  Methods 

1.  Boil  with  aluminum  and  sulphuric  acid.  Scorify  precipitate  with 
granulated  lead. 

2.  Acidify  and  precipitate  with  aluminum  sulphide  and  scorify. 

3.  Evaporate  to  dryness  in  lead  boat  made  of  sheet  lead  about  8  in.  long 
and  3  in.  wide.     Scorify  and  capel. 

4.  Evaporate  to  dryness  with  litharge  in  porcelain  dish,  scorify  and  cupel. 

5.  Agitate  1,000  c.c.  with  2  grams  powdered  copper  sulphate.  Add  15 
c.c.  cone.  HCl  and  agitate.     Filter,  dry,  scorify  and  cupel. 

6.  Add  mercuric  chloride  (20.846  grams  per  liter  of  water)  until  precipita- 
tion ceases.     Filter,  wash  and  dry.     Run  in  crucible  and  cupel. 

7.  Take  10  A.  T.  and  add  20  drops  bichromate  solution.  Add  nitrate  of 
silver  until  deep  red  color  of  chromate  of  silver  appears.  Add  zinc  dust  and 
mix.  Add  H2SO4  to  dissolve  zinc.  Filter,  wash,  dry,  wrap  in  lead  foil, 
scorify  and  cupel. 

8.  Take  10  A.  T.  solution  and  when  nearly  boiling  add  70  to  75  c.c.  cone, 
lead  acetate  and  from  1  to  IJ-2  grams  zinc  dust.  When  boiling  has  started 
add  20  c.c.  cone,  hydrochloric  acid  and  boil  for  10  min.  The  lead  sponge  is 
now  at  the  top.  Pour  off  the  liquid  and  wash  the  sponge  and  roll  into  a  ball. 
Put  in  a  cupel  in  the  muffle.  This  is  by  far  the  best  and  quickest  method. 
Care  must  be  taken  not  to  break  up  the  sponge  or  it  will  have  to  be  filtered 
and  run  in  a  crucible  with  lead  flux  and  silica. 

Determination  of  Cyanide 

The  standard  solution  of  silver  nitrate  is  made  by  dissolving  6.5232  grams 
pure  AgNOs  in  1,000  c.c.  distilled  water.  If  we  take  10  c.c.  mill  solution 
every  cubic  centimeter  AgNOa  solution  will  represent  1  lb.  free  cyanide  per 
ton  of  solution.  To  test  pure  solutions  of  cyanide  of  potassium,  titrate  10 
c.c.  cyanide  solution  with  the  standard  solution  of  nitrate  of  silver  using  a 
few  drops  of  5  per  cent,  solution  of  potassium  iodide  for  an  indicator. 

Total  Cyanide.     Two  Methods 

1.  Boil  10  c.c.  solution  with  mercuric  oxide  in  excess.  Add  a  10  per  cent, 
solution  of  sulphide  of  soda  and  shake.  When  precipitate  has  stopped  form- 
ing, add  freshly  precipitate  carl)onatc  of  lead  in  excess,  filter,  cool  and  esti- 
mate cyanide  present  by  standard  silver  nitrate  solution.  This  gives 
cyanide  present  whether  excising  as  single  or  double  cyanides. 
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2.  To  50  c.c.  sample  add  5  to  10  c.c.  of  4  per  cent,  solution  of  sodium 
hydrate  containing  1  per  cent,  potassium  iodide;  titrate  with  standard 
silver  nitrate  to  yellow  tint. 

Protective  Alkali. — The  protective  alkali  in  a  cyanide  solution  is  the 
amount  of  alkali  or  alkaline  carbonates  present  to  offset  the  effect  of  acid 
radicals  in  the  ore  or  water  used  in  the  mill.  To  .50  c.c.  sample,  add  slightly 
more  (about  0.2  c.c.)  than  the  amount  of  silver  nitrate  found  to  be  required 
for  the  total  cyanide,  together  with  a  slight  excess  of  potas.sium  ferrocyanide, 
then  8  to  10  drops  of  phenolphthalein  are  added  to  the  turbid  liquid  and  the 
mixture  titrated  (without  filtering)  with  standard  acid  (N/10  sulphuric 
acid)  until  the  pink  just  disappears. 

The  usual  mill  procedure  is  to  take  two  samples  of  50  or  10  c.c.  according 
to  individual  preference;  one  .sample  is  titrated  for  free  cyanide  and  alkali 
and  tiie  otiier  for  total  cyanide  using  a  2  or  4  per  cent,  solution  of  sodium 
hydrate  with  1  per  cent,  potassium  iodide. 

A  sulphuric  acid  solution  that  will  indicate  1  lb.  of  lime  to  the  ton  of 
solution  for  every  c.c.  using  10  c.c.  of  mill  .solution  may  be  made  by  add- 
ing to  a  liter  of  water  the  number  of  c,c.  of  acid  found  by  dividing  8.78 
by  tlie  specific  gravity  of  the  acid. 

MELTING  ZINC  PRECIPITATE 
Short  zinc  may  be  mt'lted  with  tiio  following  flux: 

Short  zinc KM)  parts 

Bora.\  -iO 

Soda..  20 

Sand.  10 

Lime.  5 

Clold  precipitate  may  be  fluxed  as  follows: 

I'recipitate  100  parts 

Borax !•' 

Sodium  carbonate. .  .  -^^ 

Sand *i 

Iron  in  excess. 


('rucil>lt'  MrthtKl: 


Scorifier  Mi-th«Ml: 


ASSAY  OF  ZINC   PRECIPITATE 


j-io  A.T.  precipitate 
70  grams  litharge 
5  grams  sodium  carbonate 

1  gram  flour 
5  grams  silica 

2  grams  borax  gla-^s 

,^■10  .\.T.  precipitate  mixed  with 
'•Jo  A.T.  litharge  covered  with 
to  grams  lead 
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Indicators. 

Methyl  orange  gives  a  pale  yellow  tint  with  alkalies  and  pink  with  acids. 
Phenolphthalein  gives  deep  pink  or  rose  with  alkalies  and  colorless  with 
acids. 

The  former  is  most  sensitive  to  alkalies  while  the  latter  is  more  sensitive 
to  acids. 

SLIME  DENSITY  RELATIONS^ 

The  table  is  based  on  the  percentage  of  solid  in  the  slime,  opposite  which 
is  given  the  ratio  of  solid  to  liquid.  The  numbers  heading  the  double  col- 
umns following,  are  the  specific  gravities  of  the  dry  solid  (that  of  water  being 
taken  as  unity).  The  columns  headed  S.  G.  show  the  specific  gravities  of 
the  slime,  that  of  water  being  taken  as  l.OOQ;  that  is,  the  figures  show  directly 
the  weight  of  a  liter  of  slime  in  grams.  The  colunms  headed  Vol.  show  the 
number  of  cubic  feet  of  the  slime  in  1  ton  of  2,000  lb. 

The  specific  gravities  of  solids  chosen  will  probably  cover  the  range  of 
slimes  ordinarily  met  with  and  the  intervals  are  sufficiently  small  to  admit 
of  interpolation  without  appreciable  error.  The  last  column  (4.50  is  a 
hypothetical  concentrate  and  is  the  specific  gravity  of  a  mixture  of  80  per 
cent,  pyrite  and  20  per  cent,  quartz.  The  average  specific  gravity  of  work- 
ing cyanide  solutions  is  so  small  as  to  be  negligible. 

The  table  is  convenient  for  ascertaining  the  amount  of  solid  and  of  solu- 
tion in  slime  pulps  from  the  number  of  cubic  feet,  determined  by  rod  or 
float,  in  the  tank;  and  specific  gravity  of  the  slime,  determined  by  taking  the 
weight  of  a  liter  or  by  a  specific  gravity  indicator  in  the  tank.  It  is  useful 
in  calculations  for  ascertaining  the  amount  of  solution  to  be  abstracted  or 
added  in  thickening  and  diluting,  for  correcting  the  strength  of  the  solutions, 
for  checking  tonnage  and  for  other  purposes. 

Assume  that  in  a  plant  in  which  the  specific  gravity  of  the  solid  is  2.7, 
a  tank  is  shown,  by  the  depth  of  pulp  in  it,  to  contain  3,530  cu.  ft.  of  pulp,  a 
liter  of  which  weighs  1,223  gm.  From  the  tal)le  it  is  found  that  the 
specific  gravity  1,223  corresponds  to  26.16  cu.  ft.  per  ton  and  to  29  per  cent, 
solid.  The  weight  of  pulp,  therefore,  is  3,530  -j-  26.16  =  135  tons  and  the 
weight  of  solids  135  X  0.29  =  39.15  tons.  The  weight  of  solution  is,  by 
difference,  95.85  tons.  If  the  solution  titrates  1.05  lb.  cyanide  per  ton  and 
it  is  desired  to  bring  the  strength  up  to  2.5  lb.  per  ton,  we  have  2.5  —  1.05 
=  1.45  lb.  cyanide  to  be  added  per  ton.  Therefore,  95.85  X  1.45  =  139 
lb.  cyanide  to  be  added  to  the  tank. 

The  table  is  useful  in  determining  the  sizes  of  tanks  necessary  for  any 
given  capacities.  Thus,  if  it  is  desired  to  agitate  50  tons  of  dry  slime 
(specific  gravity  of  .solid  2.6,  with  3  parts  solution,  the  table  shows  this  to 
contain  25  per  cent,  solids  and  to  have  a  volume  of  27.08  cu.  ft.  per  ton; 
therefore,  50  ^  0.25  =  200  tons  of  slime  X  27.08  =  5,416  cu.  ft.,  the  re- 
quired effective  working  capacitj'^  of  the  tank,  to  which  an  amount  must 
be  addeb  to  secure  the  desired  height  of  curb  above  the  charge. 

For  more  accurate  tables  ba.scd  on  specific  gravity  of  water  being  greater 
than  unity  see  Engineering  and  Mining  Journal,  Dec.  19,  1914,  pages 
1079-1094. 

'  Metallurgical  and  Chemical  Engineering,  Juno,  1912. 
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Slime  Density  Relations' 


•Specific  gravity  of  pulp  ami  volume  of  1  ton  in  cubic  feet,  for  iilinies 
containing  solids  of  difTerent  specific  gravities 


Per       R:itio  of 

cent,      t 

solids      s 

olida  to 
olution 

2.50 

2.60 

2.70 

2.80 

2.90 

S.G. 

Vol. 

S.G. 

Vol. 

S.G. 

Vol. 

S.G. 

Vol. 

S.G. 

Vol. 

5     'l 

19.000 

1 
1,031    31.03 

1,032 

31.01 

1,032 

31.01 

1.033 

30.97 

1,034 

30.95 

0      1 

15.667 

1.037    30.85 

1,036 

.10.82 

1,039 

30.79 

1,040 

30.76 

1,041 

30.74 

7      1 

13.286 

1.044    30.66 

1,045 

.30.62 

1,046 

30.. 59 

1,047 

.30 .  56 

1,048 

30.53 

S      1 

1 1 . aOU 

1.050    30.46 

1,052 

30  43 

1 ,053 

30.39 

1,0.55 

30 .  36 

1 ,055 

30.32 

9      I 

10.111 

1,0.57    30.27 

1,059 

30.23 

1,060 

.30.19 

1.061 

30.15 

1,063 

30.11 

10      1 

9.000 

1.061    30.08 

1,065 

30.03 

1,067 

29 .  99 

1.068 

29 .  95 

1,070 

29.90 

11      1 

8.031 

1.071 

29.88 

1,073 

29.83 

1,074 

29.79 

1.076 

29.74 

1,078 

29.69 

12      1 

7.333 

1.078 

29 .  70 

1,080 

29.64 

1,082 

29.59 

1,083 

29 .  53 

1.085 

29.48 

13      1 

6.692 

1 .085 

29 .  50 

1,087 

29.44 

1,089 

29 .  39 

1,091 

29.33 

1.093 

29.27 

14      1 

6.144 

1  ,o;»2 

2!).  31 

1 ,094 

29.24 

1,097 

29   19 

1,099 

29   12 

1.101 

29  06 

15      1 

5.667 

1, ()'.»!• 

29.  18 

1,102 

29 .  05 

1,104 

28.99 

1,107 

28  91 

1.109 

28  85 

16      I 

5.250 

1.106 

28.93 

1,109 

28 .  85 

1,112 

28.78 

1,115 

28.71 

1.117 

28 .  05 

17      1 

4 .  882 

1.114 

28.74 

1,117 

28.65 

1,119 

28.58 

1,123 

2S .  .50 

1.125 

28.44 

1«      1 

4.556 

1.121 

28.54 

1,125 

28.45 

1,128 

28.38 

1,131 

28 .  30 

1.134 

28  23 

19      1 

4 .  263 

1.129 

28 .  35 

1,133 

28 .  26 

1,136 

28.18 

1,139 

28  09 

1.142 

28.02 

20      1 

4.000 

1,136 

28.17 

1,140 

28 .  06 

1,144 

27.98 

1,147 

27 .  89 

1.151 

27  81 

21      1 

3.762 

1.144 

27.97 

1,148 

27.87 

1,1.52 

27.77 

1,156 

27 .  08 

1.159 

27.60 

22      1 

3.545 

1.1.52 

27.78 

1.157 

27 .  67 

1.161 

27.. 57 

1.165 

27 .  47 

1.168 

27. 39 

23      1 

3.348 

1,160 

27.. 58 

1,165 

27.47 

1,169 

27 .  .37 

1,174 

27.27 

1.177 

27.18 

24      1 

3.167 

1.1 6S 

27 .  39 

1,173 

27 .  27 

1,178 

27.17 

1,182 

27.00 

1.186 

26.97 

25      1 

3.000 

1.176 

27.21 

1,182 

27.08 

1,187 

26.97 

1.191 

26 .  85 

1.195 

26  76 

20      1 

2.846 

1.185 

27.01 

1,190 

26 .  88 

1,195 

26.77 

1,201 

26  65 

1.205 

26  .55 

27      1 

2.704 

1.193 

26.82 

1,199 

26.68 

1,205 

26.56 

1,210 

26.44 

1.215 

26  34 

28      1 

2.571 

1.202 

26 .  62 

1,209 

26.49 

1,214 

26  36 

1,220 

26.24 

1.224 

26   13 

29      1 

2.448 

1,211 

26.43 

1,217 

26 .  29 

1,223 

26.16 

1.22:1 

26.03 

1.2.34 

25  92 

30      I 

2 .  333 

1,220 

26.24 

1,226 

26.10 

1,233 

25.95 

1.239 

25 .  83 

1.244 

25  71 

31      1 

2.22li 

1,221 

26  05 

1,236 

25.90 

1,242 

25  75 

1,249 

25.63 

1.255 

25  50 

32      1 

2   12.5 

1,238 

25.86 

1,245 

25.70 

1,252 

25.55 

1,2.59 

25.42 

1.265 

25  29 

33     ,1 

2.030 

1,247 

25.66 

1,255 

25 .  50 

1,262 

25  .35 

1,269 

25.21 

1.276 

25.08 

34      1 

1.940 

1.256 

25.47 

1,264 

25.31 

1,272 

25.15 

1,279 

25  01 

1.287 

24.87 

35      1 

1 .  857 

1,266 

25.28 

1,274 

25.12 

1,283 

24.95 

1,290 

24.80 

1.298 

24.60 

30      1 

1.778 

1.276 

25.09 

1,284 

24.91 

1.293 

24 .  75 

1,301 

24.00 

1.309 

24.45 

37      1 

1 .  703 

1,285 

24.90 

1,295 

24.71 

1..304 

24 .  55 

1.312 

24 .  39 

1.320 

24   24 

38      I 

1.612 

1,295 

24.70 

1,305 

2 1   52 

1,314 

24 .  35 

1.323 

24    19 

1.332 

24.03 

39      1 

1 .  564 

1.305 

2  4.51 

1,316 

24.32 

1,326 

24.14 

1.335 

23  9S 

1.343 

23  82 

40      1 

1 .  500 

1,316 

24 .  32 

1,326 

24.13 

1,336 

23 .  95 

1.346 

23 .  77 

1.355 

23  01 

41      I 

1 .  439 

1 .326 

24.13 

1,337 

23.93 

1,348 

23.74 

1    <-.7 

>  !      -.T 

1    ti.r 

M  40 

42     |I 

1.381 

1..337 

23  94 

1.348 

23.73 

1,3.59 

23.. 55 

I 

19 

43     ll 

1 .  326 

1,348 

23.74 

1,359 

23.53 

1,371 

23.34 

1 

'•9 

44      1 

1 .  273 

1,3.59 

23 .  55 

1,372 

23 .  33 

1,383 

23   15 

1... 

.-.. 

-.   78 

45      1 

1 .  222 

1 .370 

23 .  36 

1 ,383 

23.14 

1,395 

22  94 

1,407 

2-'    T4 

1.41s 

22.57 

40      1 

I    174 

1.3S1 

23.17 

1,395 

22.94 

1,408 

22  73 

1,420 

22   54 

1.432 

22  .36 

47     11 

1    128 

1,.393 

22.98 

1,407 

22  75 

1.420 

22.54 

1,433 

22   33 

1.445 

22   15 

48      1 

1   083 

1,404 

22.78 

1.419 

22. 55 

1,433 

22  33 

1,446 

22    12 

1.4.58 

21   94 

49      1 

l.Otl 

1.416 

22.. 59 

1,431 

22.35 

1,446 

22.13 

1.460 

21   92 

1.473 

21   73 

50      1 

1  (Mri 

1,429 

22 .  39 

1.444 

22.15 

I.4IW 

21.92 

1.473 

21    71 

I.4N7 

21   .52 

51       1 

0    '.Mil 

1.1 11 

22  21 

1,4.58 

21   96 

1.473 

21.72 

l,4SS 

21.51 

1  ..5tl2 

21   31 

52      1 

0  !ij:t 

1.153 

22  ()2 

1,471 

21.76 

1,487 

21    ,52 

l,.5»  2 

21    .30 

1.517 

21    10 

M      I 

0  .ss7 

I.D'ili 

21.82 

1,484 

21. 56 

l.,50l 

21    32 

1   -.1.. 

•  1     III 

.    -.  .  •       -..    S9 

S4«  1 

0  s.-.-' 

1.179 

21   63 

1,498 

21.36 

1,515 

21    12 

1 

1.8 

55      1 

0    Hli!t 

I.J  93 

21    44 

1,512 

21.17 

1,.5.»0 

20  92 

1 

47 

50      1 

0    7-'- 

1    •.;ii. 

2 1    25 

l,.'.26 

20.97 

1.515 

20  72 

1 

-•0 

57      1 

II 

21   06 

1.510 

20  77 

1 .560 

20.51 

1 

<l5 

58      1 

ll 

20   .86 

l,.5.55 

20  .58 

1.574 

20  31 

1 

s4 

5(1      1 

II 

20  67 

1.572 

20  .38 

I..591 

20   11 

1 

. . — • 

..<   63 

00      1 

II 

21)   4H 

1.585 

2(1    18 

1,607 

19   91 

1 

l.<>«.5 

lt»  42 

01      1 

II 

20   29 

1.601 

19   98 

1,623 

19   71 

1 

1  .«M14 

19  21 

02      1 

II 

20    10 

1.617 

19   79 

l,6tl 

19   51 

l.'-.- 

1      i.V    I 

1..  00 

03      1 

II 

Ml   90 

1,633 

19    .59 

1.6.57 

19   30 

1  .Ik-S  1 

^   79 

01      1 

II 

19    71 

I.6.MI 

19   411 

1 .675 

19    III 

1  ,tt9S 

•* 

05      1 

II 

lU   .52 

1 .667 

19   20 

1 .692 

IS   <MI 

I.7IN 

l^     ... 

..... 

.^  37 

00      1 

II 

19   32 

I.6HI 

l'»   IK) 

1.711 

IS   70 

l,73N 

IN   ;>.i 

X.'uvi 

IH    10 

07      1 

II 

19    14 

1,701 

IH    SI) 

1.7.40 

IS    ,5<) 

1,7.57 

IN   32 

I.7N.1 

17  05 

OH      1 

(11.. 

...  .1 

IN  D4 

1,719 

IK   61 

1.749 

IN.30 

1.776 

IN    II 

l,H03 

17  74 

09      1 

U  4*1* 

l./iMi 

IH   75 

1.738 

IN    It 

l.7«W 

IN    lO 

1,797 

17    Nl 

1.835 

17  M 

70     1 

0.429 

1,724 

18.50 

1.757 

IN   21 

1,780 

17   »« 

l,MS 

17    «»0 

1.847 

17  S3 

ll)O.S(ii  -  (/) 

"For  mill 
WliPf. 

».   /•    - 

■limn 

utp 

/'  -  ix 

!ry 

n  wr(  |i 

S  -  .|. 

.    ••( 

•Iry  •liiit*. 

a   -  ■(. 

■-....        ll  1 

...ly  n 

trut  pulp. 

>i   -  tpvcitio  iravity  u(  •uiuliuo. 
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Slime  Dexsity  Rblatioxs 


Spec 

fie  gravity  of  pulp  and 

volume  of  1  ton  in  cubic  feet 

for  slimes 

Per 

Ratio  of 

containing  solids  of  different  specific  gravities 

cent, 
solids 

solids  to 
solution 

3.00 

3.10 

3.20 

3.30 

14.50 

S.  G. 

Vol. 

S.  G. 

Vol. 

S.  G. 

Vol. 

S.G. 

Vol. 

S.G. 

Vol. 

5 

1:19.000 

1,035 

30.93 

1,035 

30.92 

1,036 

30.90 

1.036    30.89 

1 
1,040    30.76 

6 

1:15.667 

1,042 

30.72 

1,042 

30.70 

1,043    30.68 

1,043    .30.66 

1,049    30.51 

7 

1:13.286 

1,049 

30.51 

1,049 

30.48 

1,050    30.46 

1,051    30.43 

1.058    30.26 

8 

1:11.500 

1,056 

30.30 

1,0.57 

30.27 

1.058    30.24 

1,059    30.21 

1,007    30.01 

9 

1:10.111 

1,064 

30.09 

1,065 

30.05 

1,066    30.02 

1,007    29.99 

1.075    29.76 

10 

1:    9.000 

1,071 

29.87 

1,072 

29.83 

1,074    29.80 

1,075    29.77 

1,084    29.51 

11 

1:   8.091 

1,078 

29.65 

1,080 

29.61 

1,082    29.58 

1,083    29.54 

1,093    29.26 

12 

1:    7.333 

1,087 

29.44 

1,088 

29.40 

1,090    29.36 

1,091    29.32   ' 

1,102    29.01 

13 

1:    6.692 

1,095 

29.23 

1,096 

29.18 

1.098    29.14 

1,099    29.10 

1,112    28.76 

14 

1:    6.144 

1,103 

29.01 

1,105 

28.96 

1.106    28.92 

1,108    28.88 

1,122    28.52 

15 

1:    5.667 

1,111 

28.80 

1,113 

28.74 

1,115    28.70 

1.117    28.66 

1,132    28.27 

16 

1:    5.250 

1,119 

28.59 

1,122 

28.53 

1,124    28.48 

1.125    28.43 

1,142    28.02 

17 

1:    4.882 

1,128 

28.37 

1,130 

28.31 

1,132    28.26 

1.134    28.21 

1,152    27.77 

18 

1:    4.556 

1,136 

28.16 

1.139 

28.10 

1,141    28.04 

1.143    27.99 

1,163    27.52 

19 

1:    4.263 

1,145 

27.95 

1,148 

27.88 

1,150    27.82 

1.1.53    27.76 

1,173    27.27 

20 

1:    4.000 

1,154 

27.73 

1,157 

27.66 

1,159    27.60 

1.162    27.54 

1.184    27.02 

21 

1:    3.762 

1,163 

27.52 

1,166 

27.44 

1,169    27.38 

1.171    27.32 

1,194    26.77 

22 

1:   3.545 

1,172 

27.31 

1,175 

27.23 

1,178    27.16 

1,181    27.09 

1,200    26.52 

23 

1:    3.348 

1,181 

27.09 

1,184 

27.01 

1,188    26.94 

1,191    20.87 

1,218    26.28 

24 

1:    3.167 

1,190 

26.88 

1,194 

26.79 

1,198    26.72 

1,201    26.05 

1,230    26.03 

25 

1:    3.000 

1,200 

26.67 

1,204 

26.. 58 

1,208    26.. 50 

1,211    20.42 

1,241     25.78 

26 

1:    2.846 

1.210 

26.45 

1,214 

26.37 

1.218    26.28 

1,222    20.20 

1,2.53    25.53 

27 

1:    2.704 

1,220 

26.24 

1,224 

26.15 

1,228    26.06 

1,232    25.98 

1,266    25.28 

28 

1:    2.571 

1,230 

26.03 

1,234 

25.93 

1.239    25.84 

1,242    25.75 

1,278    25.03 

29 

1:    2.448 

1,240 

25.81 

1,244 

25.71 

1,249    25.62 

1,2.53    25.53 

1.291    24.78 

30 

1:    2.333 

1,2.50 

25 .  60 

1,255 

25 .  .50 

1,260    25.40 

1,264    25.31 

1,304    24.53 

31 

1:    2.226 

1,261 

25.39 

1,266 

25.28 

1,271    25.18 

1,275    25.08 

1,317    24.28 

32 

1:   2.125 

1.271 

25.17 

1,277 

25.06 

1,282    24.96 

1.287    24.86 

1,331    24.04 

33 

1:   2.030 

1,282 

24.96 

1.288 

24.85 

1.293    24.74 

1,299    24.64 

1,345    32.79 

34 

1:    1.940 

1,293 

24.75 

1,299 

24.63 

1,305    24.. 52 

1,311 

24.41 

1.359    23.54 

35 

1:    1.857 

1.304 

24.53 

1,310 

24.41 

1,317    24.30 

1,323 

24.19 

1.374    23.29 

36 

1:    1.778 

1,316 

24.32 

1.322 

24.19 

1,329    24.08 

1,335 

23.97 

1.389    23.04 

37 

1:    1.703 

1,328 

24.11 

1,334 

23.98 

1,341    23.86 

1,347 

23.75 

1,404    22.79 

38 

1:    1.632 

1,340 

23 .  89 

1,346 

23.76 

1,353    23.64 

1,360 

23.52 

1.420    22.54 

39 

1:    1.564 

1.351 

23.68 

1,358 

23.55 

1,366    23.42 

1,373 

23.30 

1,435    22.29 

40 

1:    1.500 

1.363 

23.47 

1,371 

23.33 

1,379    23.20 

1,387 

23.08 

1,451    22.04 

411 

1:    1.439 

1,376 

23.26 

1,384 

23.11 

1,393    22.98 

1,400 

22.85 

1,468    21.79 

42 

1:    1.381 

1.389 

23.04 

1,.397 

22.89 

1,406    22.76 

1,414 

22 .  03 

1,485    21.55 

43 

1:    1.326 

1.402 

22.83 

1,411 

22.68 

1.419    22.54 

1,428 

22.41 

1,502    21.30 

44 

1:    1.273 

1.415 

22.61 

1,425 

22.46 

1,433    22.32 

1,442 

22.18 

1,519    21.05 

45 

1:    1.222 

1,429 

22.40 

1.438 

22.24 

1,447    22.10 

1,456 

21.96 

1.538    20.80 

46 

1:    1.174 

1.443 

22.19 

1,452 

22.02 

1,402    21.88 

1,471 

21.74 

1.557    20.55 

47 

1:    1.128 

1,457 

21.97 

1.467 

21.81 

1,477    21.60 

1,487 

21.51 

1..570    20.30 

48 

1:    1.083 

1,471 

21.76 

1,483 

21.60 

1,493    21.44 

1.503 

21.29 

1,595    20.05 

491 

1:    1.041 

1,485 

21.55 

1,497 

21.38 

1,508    21.22 

1,519 

21.07 

1,615    19.81 

60 

1:    1.000 

1,500 

21.33 

1.512 

21.16 

1,524    21.00 

1.535 

20.85 

1.637     19.56 

51 

1:   0.961 

1,515 

21.12 

1,528 

20.94 

1,540    20.78 

1,551 

20.62 

1,658    19.31 

52 

1:   0.923 

1.531 

20.91 

1.544 

20.73 

1,550    20.56 

1,.568 

20.40 

1,079     19.06 

53 

1:   0.887 

1,547 

20.69 

1,560 

20.51 

1,573    20.34 

1,585 

20.18 

1,700   ,18.81 

54 

1:   0.852 

1.563 

20.48 

1.577 

20.29 

1.590    20.12 

1.603 

19.96 

1.724    18.56 

53 

1:   0.809 

1,579 

20.27 

1.594 

20.08 

1.608    19.90 

1,621 

19.73 

1,748    18.31 

56 

1:   0.786 

1,596 

20.05 

1,611 

19.87 

1,626    19.68 

1,640 

19.51 

1,772    18.06 

57 

1:   0.754 

1,613 

19.84 

1.628 

19.65 

1,645    19.46 

1,0.59 

19.29 

1,790    17.81 

58 

1:   0.724 

1,631 

19.63 

1,646 

19.43 

1,603     19.24 

1,678 

19.06 

1,822     17.56 

59 

1:   0.695 

1,649 

19.41 

1,665 

19.21 

1,082     19.02 

1,697 

18.84 

1,848    17.32 

60 

1:   0.667 

1,667 

19.20 

1.684 

19.00 

1.702     18.80 

1.718 

18.62 

1,875     17.07 

61 

1:    0.639 

1,686 

18.99 

1,704 

18.78 

1.722    18.58 

1,739 

18.. 39 

1.903  ,16.82 

62 

1:   0.613 

1,705 

18.77 

1.724 

18.56 

1.742     18.36 

1.761 

18.17 

1,932   1I6..57 

63 

1:   0.587 

1,724 

18.56 

1,745 

18.34 

1.764     18.14 

1.783 

,17.95 

1,961     16.32 

64 

1:   0.563 

1,745 

18.35 

1,765 

18.12 

1.786    17.92 

1.805 

17.72 

1,992     16.07 

65 

1:   0.538 

1,765 

18.13 

1,786 

17.91 

1,808    17.70 

1,828 

17..5C 

2,023     15.82 

66 

1:   0.515 

1.786 

17.92 

1.808 

17.69 

1,830    17.48 

1,852 

17.28 

2,054     15.57 

67 

1:   0.493 

1.808 

17.71 

1.831 

17.47 

1.853     17.20 

1.876 

17.06 

2,088     15.32 

68 

1:   0.471 

1,830 

17.49 

1.8.54 

17.26 

1.877     17.04 

;  1,901 

16.83 

2,123   :i5.08 

69 

1:   0.449 

1.852 

17.28 

1.878 

17.04 

1.902     16.82 

i  1.927 

16.61 

2.159 

14.88 

70 

1:   0.429 

1.875 

17.07 

1.902 

16.83 

1,926     16.60 

1 

1  1.9.53 

16.39 

1  2.195 

14.53 

'  80  per  cent,  pyrite  and  20  per  cent,  quartz. 
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